
This is a digital copy of a book that was preserved for generations on library shelves before it was carefully scanned by Google as part of a project 
to make the world's books discoverable online. 

It has survived long enough for the copyright to expire and the book to enter the public domain. A public domain book is one that was never subject 
to copyright or whose legal copyright term has expired. Whether a book is in the public domain may vary country to country. Public domain books 
are our gateways to the past, representing a wealth of history, culture and knowledge that's often difficult to discover. 

Marks, notations and other marginalia present in the original volume will appear in this file - a reminder of this book's long journey from the 
publisher to a library and finally to you. 

Usage guidelines 

Google is proud to partner with libraries to digitize public domain materials and make them widely accessible. Public domain books belong to the 
public and we are merely their custodians. Nevertheless, this work is expensive, so in order to keep providing this resource, we have taken steps to 
prevent abuse by commercial parties, including placing technical restrictions on automated querying. 

We also ask that you: 

+ Make non-commercial use of the files We designed Google Book Search for use by individuals, and we request that you use these files for 
personal, non-commercial purposes. 

+ Refrain from automated querying Do not send automated queries of any sort to Google's system: If you are conducting research on machine 
translation, optical character recognition or other areas where access to a large amount of text is helpful, please contact us. We encourage the 
use of public domain materials for these purposes and may be able to help. 

+ Maintain attribution The Google "watermark" you see on each file is essential for informing people about this project and helping them find 
additional materials through Google Book Search. Please do not remove it. 

+ Keep it legal Whatever your use, remember that you are responsible for ensuring that what you are doing is legal. Do not assume that just 
because we believe a book is in the public domain for users in the United States, that the work is also in the public domain for users in other 
countries. Whether a book is still in copyright varies from country to country, and we can't offer guidance on whether any specific use of 
any specific book is allowed. Please do not assume that a book's appearance in Google Book Search means it can be used in any manner 
anywhere in the world. Copyright infringement liability can be quite severe. 

About Google Book Search 

Google's mission is to organize the world's information and to make it universally accessible and useful. Google Book Search helps readers 
discover the world's books while helping authors and publishers reach new audiences. You can search through the full text of this book on the web 



at |http : //books . google . com/ 







ISarbnrt CoUcflr libraia 



FHOM THK afiqpEST OF 



FRANCIS B. HAYES 

fOllUB Of liSG) 

ThJ» furtd it $10,000 and Its mcom« »« to b* ui«d 

"For the purchase of books for the Library** 

Mr. Htyet ditd m IE84 

^3 di4juMA4Zf l^co 



TRANSFERRED 



HARVARD COLLEG E 
LIBF^ 



( 



# m 




Niagara Falls. 



{FraniispUce. 



!!Y1M>AI.'LIC 1 O:-. ■: 



r,. . •■, p. • s 



:■ .?4 : 



1 • i 1 . •. 







Niagara Falls. 



{Frontispiece, 



■ \ 1 



>rL!c: lo-xi 









^» -A\- a 






7 . N ' - • i 

It O 



HYDRAULIC POWER 
ENGINEERING 



A PRACTICAL MANUAL 

ON THE CONCENTRATION AND TRANSMISSION OF 

POWER BY HYDRAULIC .UACHIAERY 



G. CROYDON MARKS 

ASSOCIATE MEMBER OF THE INSTITOTIOK OP CIVIL ENGINEERS 

MEMBER OF THE INSTITUTION OP MECHANICAL ENGINEERS 

FELLOW OP THE CHARTERED INSTITUTE OF PATENT AGENTS 



imttb over TCwo f>un&re^ ^lluetrations 




^^ LONDON 
•CROSBY LOCKWOOD AND SON 

7 STATIONKR.y HALL COURT, LUDGATE HILL 
1900 



^■ 



■^ t'^^' 



00 




JUN2019»7- TT- 

TRANSftftrtEO To '"■ 
n^AiTAn*, COwUftfi k/urtARy 



Printed at Thb Daries Press, Eiiinhirgli. 



PREFACE. 



THIS work may be regarded as a successor to 
a smaller volume by the saqtie Author on 
" Hydraulic Machinery," published in 
1 89 1, which he prepared with a view to the assistance 
of engineering students and others who might be 
practically interested in the subject. 

In the present volume an attempt is made to give an 
outline discussion and description of the main points 
and principles requiring attention by engineers having 
the responsibility of designing or constructing works 
and appliances for the utilisation of water for the 
transmission of power. 

It would be impossible in any single volume to 
deal adequately or comprehensively with the many 
problems arising in the different sections into which 
the very large subject of Hydraulics and Hydraulic 
Engineering naturally divides itself The Author, 
therefore, has contented himself with giving examples 
which have special reference to the particular sections 
in which they occur; and in addition, he has en- 
deavoured to lead up to the general subject by a 
brief examination of the principles underlying the 
whole study. 

The development of hydraulic power machinery 
has been somewhat of a modern movement, but the 
examples which are to be found in the following pages 
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will possibly lead the engineer and designer to go still 
further in the realisation of the most convenient form 
of power transmission available for industrial under- 
takings and commercial manufactures. In practice it 
is constantly found that new problems are raised, and 
new forms of machinery required for their satisfactory 
solution. 

The Author wishes to acknowledge here the ser- 
vices which have been rendered him by Mr E. B. 
Fenby and Mr A. Suggate, members of his staff, in 
the preparation of the examples and drawings given 
in the volume, and in compiling many of the tables 
now published here for the first time. Free use (it 
should also be mentioned) has been made of informa- 
tion published in the " Proceedings of the Institution 
of Civil Engineers," the permission of the Council of 
that Institution having been kindly given for that 
purpose ; and additional information has been obtained 
from descriptions of works appearing in the Engineer 
and Engineerings and in Cassier^s Magazine, Many 
of the illustrations have been specially prepared from 
information kindly placed at the service of the Author 
by the several engineering firms referred to in the 
work. 

The Author would refer students who may seek 
fuller information on the question of Hydraulic Motors 
and Turbines to Mr Bodmcr's treatise upon that 
subject. 

1 8 Southampton Buildings, 
London, W.C. 

January 1900. 
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CHAPTER I. 
PRINCIPLES OF HYDRAULICS. 

General Properties of Water— There are certain 
properties of water which render it particularly suitable to the 
requirements of the hydraulic power engineer. There are 
three distinct methods of using water for transmitting power. 
By the first method the water is placed at some height above 
a given datum level, and by its descent is caused to turn a 
water-wheel. In this case the water acts by its large weight 
and high viscosity; and if either of these two properties 
were wanting, the water would be of small use for this 
method. By the second method the water is subjected to 
great pressure, and is applied to a piston moving in a cylin- 
der. In this case the water acts by its high viscosity and 
power to withstand a pressure without serious loss by internal 
friction. 

The difference between these two methods is more appa- 
rent when it is pointed out that whereas in the first case the 
entire absence of weight would mean absolute inefficiency to 
perform work, in the second c^se the weight of the water 
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becomes a serious obstacle to its use, and requires special 
care to be taken in designing certain hydraulic machinery to 
prevent mishaps. 

Although these two methods appear to be antagonistic, 
there is the third method requiring the water to have all the 
properties above enumerated. The water is caused to act 
by its kinetic energy, and is first subjected to a greater or 
less pressure, and thus caused to acquire a velocity. This 
velocity is then abstracted in passing through the machine, 
and the corresponding energy is thus applied to perform 
work. This is the principle on which turbines are 
designed. 

If water is allowed to flow unconfined it will not come to 
rest until its upper surface corresponds to a horizontal 
plane such as the upper surface of a canal at rest. A 
horizontal surface is not a flat plane, but is curved to the 
radius of the earth, and may be defined as that surface in 
which the force of gravity is the same at all points. 

From the above definition it is apparent that the weight 
of any body varies according as it is placed nearer to or 
further above the level of the sea. Thus a water-wheel 
placed on a mountain, and consuming say 20 cubic feet of 
water per second, will not be doing the same number of 
horse-powers as if it were placed at the sea-level, and con- 
suming the same quantity of water. If, however, the power 
is expended in lifting, as, for instance, in connection with 
a vertical mine shaft, this difl*erence of weight is of no im- 
portance, as the weights to be lifted have been reduced in a 
like proportion. When the power is expended in crushing 
ore, or overcoming certain frictional resistances, the wheel 
will require more water on the mountain than at sea-level to 
overcome the same resistance. 

The density of water (/.^., its weight compared to that of 
come body bulk for bulk) is varied either by a change of 
temperature or by a change of pressure. In determining 
specific gravities of bodies distilled water at a temperature 
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of 62° F. and barometric pressure of 30 inches of mercury 
is taken as the standard, and called unity. The weight 
of the body to be compared is observed and compared bulk 
for bulk to this standard. Thus wrought iron has a specific 
gravity of 7.8, or i cubic inch of wrought iron weighs the 
same as 7.8 cubic inches of distilled water, each taken at the 
standard temperature and pressure. 

The standard weight of water has been fixed by the 
Board of Trade at 62.2786 lbs. per cubic foot at 62° F. 
and 30 inches barometric pressure. The greatest density of 
water as affected by change of temperature is found to cor- 
respond to 39.3** F., and at this temperature i cubic foot 
weighs 62.425 lbs. 

As regards change of density by alteration of pressure, 
one atmosphere (14.7 lbs.) of additional pressure is found 
to cause a reduction of volume of .00005, and consequent 
increase of weight of .000050002. If this reduction of 
volume be assumed to increase directly as the pressure 
applied, the reductions corresponding to the usually employed 
hydraulic pressures are : — 

750 lbs. (i ton) per sq. in., .00254= 4.386 in. per cub. ft. 
1,500 »» (f ton) „ .00508= 8.772 

2,240,, (I ton) „ .00761 = 13.158 „ 

4,480 „ (2 tons) ,, .01522 = 26.316 ,, 

6,720 „ (3 tons) „ .02283 = 39.474 

Wrought iron subjected to a pressure of i ton per square 
inch is compressed to the extent of .000077 of its length, 
hence water is about three times as elastic as iron. 

The water employed by the hydraulic engineer is either 
river water of town service water, and in either case foreign 
substances are carried in solution, thereby altering the 
density. In unfiltered water small particles of matter are 
carried in suspension, and as these particles have almost 
without exception a greater density than the water, a further 
increase of density is encountered. 
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The following are the average weights per cubic foot of 
different samples : — 

River water - - - 62.5 lbs. = 1,000 oz. 
Salt water - - - 64.0 „ 
Dead Sea - - - 73.0 „ 

At a temperature of 32" F., and barometric pressure of 
30 inches, water passes into the solid form called ice, and 
owing to the great change in viscosity is useless in this 
form for the purposes of the hydraulic engineer. This 
change of condition from the liquid to the solid is accom- 
panied by a change of volume and consequent change of 
density. The weight of i cubic foot of ice is 57.5 lbs. 

An increase of pressure delays solidification, as also docs 
absolute rest of the particles of water ; but as reduction of 
pressure to atmosphere and agitation both bring about rapid 
solidification, this property of retarded solidification is of no 
moment, as in all hydraulic appliances the water is subject 
to both atmospheric pressure and agitation during the per- 
formance of its function. 

Hydrostatics. — The name hydrostatics is given to the 
study of the principles governing the conditions of equili- 
brium of a column or quantity of water. 

jPascaPs Principle, — Pascal discovered that if water be 
enclosed in a vessel and a pressure applied, as for instance 
by pressing on a piston in a cylinder attached to the vessel, 
that the pressure is transmitted equally in all directions. 
Thus if small frictionless pistons working in cylinders be 
attached to the vessel in any position or direction, and each 
having the same area, say i square inch, then if any one 
of these be pushed inwards with a force of say 10 lbs., each 
of the others must have the same force of 10 lbs. applied to 
it to prevent it moving outwards. 

If, now, two of these small pistons be connected or 
merged into one, consequently having an area of double 
the original or 2 inches instead of i, the pressure required 
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is that of two of the original pistons or 20 lbs. In the same 
way, if two pistons be applied to the vessel, one having an 
area one hundred times that of the other, then the pressure 
required to prevent motion of the large piston will be one 
hundred times that of the small piston, and vice rersd. If 
motion is allowed to take place, the small piston will move 
through a distance one hundred times that of the large 
piston, or in other words the velocity of the small piston 
will be one hundred times that of the large piston ; thus, 
what is gained in force is lost in velocity. 

This principle was so well understood by Pascal at the 
time of his discovery (a.d. 1664) that we cannot improve 
upon his own clear wording. ** If a vessel full of water, 
closed on all sides, has two openings, the one a hundred 
times as large as the other, and if each be supplied with a 
piston which fits exactly, a man pushing the small piston 
will exert a force which will equilibrate that of a hundred 
men pushing the piston which is a hundred times as large, 
and will overcome that of ninety-nine. And whatever 
may be the proportion of these openings, if the forces 
applied to the pistons are to each other as the openings, they 
will be in equilibrium. Whence it appears that a vessel full 
of water is a new principle of mechanics, and a new machine 
for the multiplication of force to any required degree, since 
one man will by this means be able to raise any given 
weight. It is, besides, worthy of admiration that in this new 
machine we find that constant rule which is met with in all 
the old ones, such as the lever, w^heel and axle, screw, etc., 
which is that the distance is increased in pioportion to the 
force ; for it is evident that as one of these openings is a 
hundred times as large as the other, if the man who pushes 
the small piston drives it forward i inch, he will drive the 
large piston backward only one hundredth part of that 
length." 

Principle of Surfaces of Equal Pressure, — Whereas the 
above principle is entirely independent of the action of 
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gravity, the one about to be discussed is a direct conse- 
quence of gravity. This principle states that in any hori- 
zontal layer of a liquid at rest the pressure is the same at all 
points, and the intensity of that |)ressure is directly propor- 
tional to the depth of immersion. 

The demonstration of this principle is very easy, as we 
may imagine a small cube of some substance having the 
same weight as water immersed at any depth, then, if this 
cube is to remain stationary in a horizontal direction, the 
forces acting upon its opposite faces must be equal. The 
intensity of the pressure corresponding to any depth is best 
ascertained by direct experiment. Pascal performed this ex- 
periment with an apparatus known as Pascal's vases. He 
used glass vases having detachable bases formed of sheet 
metal, which were placed in contact with the smooth edges 
of the vases, thus forming a water-tight joint. The vase was 
fixed vertically in mid-air, and the base placed in position. 
A fine string attached to the centre of the base passed 
upwards and over a pulley, and had a weight attached to its 
other end. The base was thus pulled upwards with a known 
force. On carefully admitting water to the vase, the level 
of the water rose until its weight produced a sufficient down- 
ward pressure to overbalance the weight, and so allow the 
escape of the water through the bottom of the \asc. By 
noting the height of the water at the time of overbalancing, 
it was found that the balance weight has the same weight as 
a column of water having a horizontal area equal to the 
opening in the bottom of the vase, and a height repre- 
sented by the height to which the water rose in the vase. 

Various shapes of vases were tried, some expanding from 
the base, and others contracting. The result was always the 
same, and was entirely independent of the total weight of 
water in the vase, but directly dependent upon the height to 
which the water rose. Thus w^e may have a hole of say 
3 inches diameter, containing a diaphragm which is pressed 
upwards with a sufficient force to balance a column of water 
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30 feet high, and the pressure required is the same, whether 
the hole be in the bottom of a lake or a tube which contracts 
until its diameter is only i inch or less. 

Fig. I illustrates this principle. Suppose the small plugs 
or pistons shown in the tube to be of negligible weight and 
frictionless, then the pressure in pounds to be exerted on each 
plug to prevent motion is found by measuring the area of 




Fig. I. 

the plug in inches and multiplying by the corresponding 
height // in inches, as shown in the figure, and by the weight 
of I cubic inch of water. The tubes' are all shown of 
parallel bore, but it matters nothing what shape of tube is 
used, nor how many contortions it makes before arriving at 
the plug. 

Taking the weight of water as 62.5 lbs. per cubic foot, or 
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.434 lbs. per 12 cubic inches, we arrive at the following 
values, in which h represents the height or head in feet : — 
Pressure per sq. foot - - - =/= 62.5//. 
„ inch - - - =/= .434//. 
Height due to pressure / per sq. foot = // = .016/. 
„ „ per sq. inch = // = 2.304/. 

By the above principle we are also enabled to ascertain 
the pressure acting against a vertical plane due to water 
at rest reaching any height up that plane or to some 
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height above it. As the pressure is directly proportional 
in any horizontal plane to the height of water above 
that plane, we may calculate the pressure corresponding 
to the bottom edge of the vertical plane, and represent 
this pressure by the length of a line p drawn at right 
angles to the plane as shown in Fig. 2. By now draw- 
ing a sloping line joining the extremity of this line to the 
point o, where the surface of the water meets the vertical 
plane, and measuring the horizontal lengths joining the 
plane to the sloping line, we have the pressures correspond- 
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II 



ing to any levels. By adding up these pressures ascertained 
for narrow horizontal strips the total pressure on the plane 
is obtained. This is the same as finding the immersed area 
of the plane, say in square feet, and multiplying by the 
pressure Pj ascertained for i square foot at a depth corre- 
sponding to the depth of immersion of the centre of gravity 
of the immersed area of the plane — 

Area X Pj = total pressure. 
Principle of Archimedes, — About the year 250 B.C. Archi- 



^rV 




medes made the discovery that if bodies are immersed in 
water they lose in weight, and the amount of that loss is re- 
presented by the weight of the water displaced. Thus any 
body having i cubic foot capacity when immersed in dis- 
tilled water loses weight to the extent of 62.25 lbs. When 
once the body has passed below the surface of the water, the 
depth to which it is afterwards immersed makes no difference 
to the truth of the principle, for though by the principle of 
surfaces of equal pressure there is an increasing upward 
pressure applied to the body by the water as its immersion 
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becomes greater, there is also a correspondingly increasing 
downward pressure. 

Fig. 3 is a practical illustration of this principle in a form 
constantly met with in hydraulic machinery. 'J'hree bodies, 
A, B, c, are shown partly immersed in water, a is a solid 
cylinder of iron, having the weight W, when weighed in air. 
When immersed, as shown, there is an upward pressure Pi 
due to the weight of water displaced, so that if a cord were 
attached to the iron cylinder a to prevent it sinking, the 
tension in the cord would be W^ - Pj. The body b represents 
a hollow cylinder of iron which is immersed to such a 
depth that it floats. In this case the weight AVg acting 
downwards is balanced by the pressure P2, due to the water 
displaced acting upwards ; consequently W._, - Po = O. c re- 
presents a hollow iron cylinder immersed to a depth such 
that the upward pressure Pg, due to the water displaced, is 
greater than the weight W3 of the cylinder. In this case 
W3-P3= -P^, where P^ represents the magnitude of a 
downward pressure necessary to prevent the cylinder rising 
to such height that Wg^Pg at which the cylinder would 
float as in the case of b. 

A point worthy of consideration in connection with 
floating bodies is whether the body is in a state of stable 
or unstable equilibrium. In order to find whether the 
equilibrium is stable or otherwise, it is necessary to find 
the centre of gravity G of the floating body and the centre 
of buoyancy or centre of gravity O of the water displaced. 
If G is above O as shown in the figure the equilibrium is 
unstable, whereas if G is below O the equilibrium is stable. 
In the case shown at a the equilibrium is always stable, 
while in the case shown at c the equilibrium is always un- 
stable. 

T/ie Barometric Column, — The phenomenon of the 
barometric column was first investigated by Galileo, who 
found that the greatest height to which water will stand in 
a tube from which the air had been exhausted is about 34 
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feet Torricelli made further experiments and also used 
mercury. He pointed out that for a tube of any area the 
height to which a liquid stands is such that the weight of 
liquid column in the tube is always the same, no matter 
what liquid is employed, and that this weight represents 
the pressure of the atmosphere on the area of the tube. 
The average pressure of the atmosphere ascertained by this 
method is 14.7 lbs. per square inch. 

The heights to which water will stand in a closed tube 
for various altitudes and atmospheric pressures are : — 

34 feet corresponding to 14.7 lbs. = pressure at sea-level. 
31.7 „ „ 13.7 „ = „ 1,880 feet. 

30.6 „ „ 13.2 „ = „ 2,870 „ 

29.5 .. .. 12.7 „ = „ 3,900 „ 

Theoretical Hydraulics.— The first point to be con 
sidered under this head is the principle of continuity of 
flow. If water is flowing through a pipe with any velocity, 
and the flow is to be continuous, the same quantity Q of 
water must pass any points we may choose in the tube in 
the same space of time. If v represents the velocity of flow, 
and A the cross sectional area of the tube, the quantity Q 
may be represented as A x v, and this is true for all points 
in the tube. Hence whenever there is continuity of flow 
we have the equation — 

Q = Azr. 

Instead of a tube of uniform cross section, a tube of 
varying cross section may be used, and consequently there 
will be a change of velocity. A diminution of area causes 
an increase of velocity and vice rersih 

Q = At/ = Aj7fj^ = Ag^'oi etc. 

Velocity due to Head. — The phenomenon of water flowing 
when subjected to a head or pressure has been made use 
of from the earliest times, but the law governing this velocity 
was investigated by Torricelli in a.d. 1644. Torricelli 
announced the law that, when water is subjected to a 
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head or pressure and allowed to flow unrestrained, the 
velocity of the water is the same that a body would acquire 
in falling through a height corresponding to the head of 
water producing the flow. If the velocity be represented 
by V feet per second and the height or head of water by A 
feet, then — 

In ascertaining the velocity of flow from an orifice in a 
vertical plane it is usual to take the height A as measured 
from the centre of gravity of the plane area of the opening. 
This method is not strictly correct, but for a head of three 
times the depth of the opening the error amounts to only 
I per cent., and for greater heads the error is less. 

If the velocity is known and it is required to find the 
head producing the velocity, the above equation may be 
written— 

The head A is often referred to as the pressure head, and 

the quantity — as the velocity head. 

Although the above equation is all that is required in 
reference to velocity of outflow from orifices, it does not 
state the conditions existing within the vessel containing the 
water. If the vessel is of larger cross sectional area than 
the orifice, then the velocity in it will be less than the velocity 
of outflow, while if at any part the vessel is contracted so 
as to have a cross sectional area less than the orifice, the 
velocity at that part becomes greater even than the velocity 
due to the head. This latter condition was observed by 
Bernoulli in a.d. 1738. Venturi made further experiments 
in A.D. 1 791, and observed that an increase of velocity was 
accompanied by a decrease of pressure in the tube or vessel 
below the pressure of the atmosphere. There is of course 
a limit to this increase of velocity, that limit being reached 
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when the pressure in the tube becomes zero, or when a 
complete vacuum prevails. 

Experiments conducted on tubes having a gradually 
changing cross sectional area show that where the tube is 
large, and the velocity of flow in consequence small, the 
pressure in the tube rises, until if the tube becomes so large 
that the velocity of flow is almost «/7, the pressure approaches 
very nearly to that of the head producing the flow through 
the pipe. On the other hand, when the area of the tube 
contracts, the pressure falls. If these pressures and the 
corresponding velocities are noted, it is found that the 
amount by which the pressure falls below that due to the 
head is the amount of pressure head necessary to produce 
the velocity occurring in the tube. Written as an equation — 

2g ^g 

As this is true for any part of the tube, the equation may 
be written — 

^ = ^ + ^i = //,, + !!2- etc., 
2g - 2g 

which is known as the hydrodynamic equation. 

Hu Energy of Water, — There are three ways of expressing 

the energy of a quantity of water. In the first place, the 

water may be stored at a height above the level at which 

it is to be employed to perform work, the energy existing 

in the potential form. In the same way that, if a heavy 

body be sustained at some height, its potential energy may 

be expressed in foot-pounds by multiplying the weight of 

the body in pounds by the height in feet, so the potential 

energy of water may be expressed 

W^ = potential energy. 

Instead of the head being given, it is often stated that the 
water is at a certain pressure per square inch. In this case 
the energy per pound may be expressed by multiplying the 
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pressure per square inch by the length in feet of a column 
of water weighing i lb., and having a cross sectional area of 
I inch. Suppose a cylinder of i square inch area to contain 
a piston which is driven forward by water under a pressure 
/ pounds, when the piston has moved fon^-ard 2.304 feet, 
I lb. of water has passed into the cylinder, and the work 
done is represented by / x 2.304 foot-pounds. Thus the 
pressure energy of i lb. of water is /x 2.304 foot-pounds 
or for any weight of water — 

W x/ X 2.304 = pressure energy. 

It has already been pointed out that the height h due 
to a pressure / pounds per square inch is 2.304^ feet. 
Therefore — 

W^ =Wx/x 2.304. 
Potential = Pressure 
energy. energy. 

The third expression for the energy of water is used in 
the case of flowing water. It is well known in connection 
with falling bodies that the energy stored in the body in the 
kinetic form, due to the body having fallen freely from some 
known height, is ascertainable from the velocity acquired by 
the body in falling, and is represented by the equation — 

W— = kmetic energy. 
H 
It has already been stated that the velocity acquired by 
water under a head // is the same as that of a body falling 
freely through the distance ^, hence the kinetic energy of 
a weight of water W is ascertained from its velocity by the 
above equation. By the principle of the conservation of 
energy, the potential energy must equal the kinetic energy, 
or — 

which is easily proved since v^ = 2gh^ as already pointed out 
under Velocity due to Head, 
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If an inspection be now made of the hydrodynamic 
equation, we see that by multiplying each side by W the 
equation becomes — 

From the equation in this form it is noticed that the 




Fig. 4. 



energy may occur partly as potential energy and partly as 
kinetic energy, or partly as pressure energy and partly as 
kinetic energy, as W^^ may be written W/j x 2.304. It is 
very important that this fact should be grasped at this stage, 
as there are very few hydraulic machines in which the 
energy does not occur in this form while the machine is 
at work. 

The relation existing between the different forms in which 

B 
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the energy may occur can be rendered more clear by an 
examination of the working of the hydrauh'c pump, com- 
monly known as the hydraulic ram, illustrated in Fig. 4. 
The object of the apparatus is to pump water to a consider- 
able height by utilising the potential energy of a supply of 
water placed at a smaller height. At the joint a connection 
is made to a length of pipe, usually 10 to 20 feet, leading 
to the supply of water to be utilised. Connection is made 
at G to the receiving tank to which the water is to be 
pumped, so that the air contained in the bell f is com- 
pressed to .a pressure corresponding to the head of water 
connected to c. When the valve b is shut the water in the 
pipe A is stationary. The weights c applied to the valve b 
are sufficient to overcome the pre.ssure in the pipe a and 
thus cause the opening of the valve. The water now begins 
to acquire a velocity and escape through the valve b, thus 
converting the whole or part of its potential energy into 
kinetic energy. As the water escapes through the valve B 
it meets the guide d and is deflected, causing an upward 
pressure on the valve spindle sufficient to overcome the 
weights c and close the valve. The water in the pipe a, 
having a velocity and corresponding kinetic energy, is now 
entrapped in the pipe, and as this energy cannot be dis- 
sipated and cannot continue wholly in its present form, 
as the velocity of the water has been checked, it is 
evident there must be a conversion of energy to the 
pressure form. 

This conversion causes a heavy pressure to be generated 
in the pipe a, and when this pressure has ri.sen above the 
pressure in the chamber f the ball valve e will be raised, 
and water will flow from a to f as long as the pressure is 
maintained in the pipe a greater than the pressure in f. 
During the entry of the water from a to f the pressure in 
F is increased owing to the compression of the air. This 
increase of pressure overcomes the pressure acting at G, 
and there is a consequent flow through g to the elevated 
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tank. On the closing of the valve e the pressure in a 
again returns to that due to the smaller head, and the valve 
ij is free to be operated by the weights c causing a repeti- 
tion of the operation. Thus we have converted potential 
energy to kinetic, kinetic to pressure, and pressure to 
potential energy. 

The Reaction of Flowing Water, — When water is flowing 
from an orifice with a velocity due to some head of water, 
we have noticed that the velocity v is the same that would 
be acquired if each particle started from the upper surface 
of the water and fell freely under the influence of gravity. 
It is possible to calculate the magnitude of a force F which, 
acting for one second on the weight W of water flowing per 
second, would cause it to acquire the velocity xk As F acts 
for one second the distance through which it acts is \i\ and 
the equation may be written — 

2 2g 

g 

The expression W- will be at once recognised as the usual 

formula for momentum. As W may be written wav, in 
which tv is the unit weight of water and a the area of the 
orifice, the formula becomes — 

F = = 2wa, — 

in which — may be substituted by h, so that — 
F= 2wah. 

As wah represents the weight of the column of water 
producing the velocity, the force F is e(]ual to twice the 
weight of the column. 

Several experiments have been performed to demonstrate 
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the above fact. In one form the jet of water is allowed to 
meet a plane, when the plane is urged away from the jet 
with the force F as above calculated. In another form the 
plane is placed against another orifice subjected to a head 
of twice that producing the jet, when it is seen that the jet 
retains the plane in position, thus keeping back the greater 
pressure by the reaction force F. 



CHAPTER II. 

THE OBSERVED FLOW OF WATER. 

The remarks upon the flow of water in the last chapter had 
reference to the theoretical velocities, and no allowance was 
made for loss by friction and other causes. These losses must 
now be investigated before the formulae there given can be 
successfully applied to the design of hydraulic machinery. 



^v:^ 




The attempt to ascertain the exact quantity of water flow- 
ing through an orifice has been the cause of a large number 
of experiments being performed. Fig. 5 shows the orifice 
as usually arranged, the edges being chamfered off so as to 
produce a sharp line in contact with the water. The orifice 
may be cut in a piece of hardwood or in thin metal. As 
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these orifices are largely employed in accurately measuring 
the water flowing from a hydraulic machine under trial, and 
for other similar purposes, it is essential that some standard 
should be fixed in order that the exact quantity of water 
flowing per second may be computed from tables compiled 
from well-authenticated experiments. It is found that if the 
inner edge of the orifice is rounded off", the flow is subject to 
alteration for a comparatively small difference of form, hence 
the sharp edge is always employed. 

In using an orifice the vessel should be considerably 
larger than the orifice, in order that the velocity of approach 
may be small compared to the velocity of discharge. For the 
same reason the head should not be too small. As the water 
issues from the orifice a contraction takes place, known as the 
contracted vein, so that the effective area of the orifice is less 
than the measured area. The values of the coefficient of con- 
traction have been assigned by different authorities as ranging 
between .71 and .60, generally .63, of the measured area. 

The velocity of flow at the contracted area a, Fig. 5, should 
be the velocity due to the head, but owing to frictional losses 
it falls to values of .99 to .97 of the theoretic value. These 
values are called the coefficients of velocity. 

The most important point to settle is the coefficient of 
discharge ; the quantity of water actually flowing can then 
be ascertained by multiplying the quantity due to the area 
of the orifice and the theoretic velocity by this coefficient — 

Valuks of c (from Hamilton Smith's Tables). 
Circular Orifices ( Vertical). 



Head in 
Feet. 



Diameter of Orifice in Feet. 



.02 



I .644 

10 I .611 
100 I .593 



.04 



.07 



.623 I .612 

.603 .599 
•592 .592 



.10 


.20 


.60 


I.O 


608 


.600 


.595 


•591 


598' 


.597 


.596 


.595 


592 


.592 


.592 


.592 
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Head in 
Feet. 




Side of Square in Feet. 




1 










.02 


.04 1 .07 


.10 


.20 i .60 


1.0 


I 


.648 


.628 .618 


.613 


.605 .601 


.599 


10 


.616 


.608 1 .605 


.604 


.603 


.602 


.601 


100 


.599 


.598 I .598 


.598 


.598 


.598 


.598 


Rectangular Orifices^ i foot wide ( Vertical), 


Head in 


Depth of Orifice in Feet. 




Feel. 








1 






.125 


■25 


.50 .75 


i.o j 1.5 


2.0 


I .632 


.632 


.618 .612 


.606 ,626 


... 


10 1 .606 


.603 


.601 .601 


.601 .601 


.602 



It must not be supposed, because there is a great differ- 
ence between the discharge from an oriftce and that calculated 
from the area of the orifice, that there is a corresponding 
loss of energy. The loss of energy is given by the coefficient 
of velocity, and as the energy is proportional to the square 
of the velocity, assuming the coefficient of velocity to be .98, 

the energy is -- (.987;)- = .961/'-- This is an efficiency of 

96 per cent., or a loss of 4 per cent. 

The quantity of water flowing may also be measured by 
means of a weir. Fig. 6 shows a weir fixed in a stream for 
the purpose of measuring the supply of water. There are 
two kinds of weir usually employed. One consists of a rec- 
tangular notch considerably narrower than the stream, so 
that the water may approach it freely in all directions. In 
the second form the weir is suppressed at the ends by boards 
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such as A, so that the water flows in parallel lines so far as 
the lateral directions are concerned, but free approach is 
permitted from below. In taking the height of water above 
the weir the operation should be conducted some distance 
back from the weir, as the upper surface of the water slopes 
in a direction towards the weir. 

The method of gauging with a rod, as shown, is only suited 
for large heads and for rough estimates. The best method 




*s?s 



Fig. 6. 

of measuring the head is with the hook gauge, invented by 
Boyden in a.d. 1840, which consists of a rod having a scale 
marked accurately and reading by the aid of a vernier to ten- 
thousandths of a foot. The bottom end of the rod is fitted 
with an upturned point, which is adjusted to the level of the 
water when the bottom edge of the weir has been reached 
but no flow is taking place. The vernier is now set to zero, 
and when the water has reached the maximum height above 
the weir the rod is carefully raised by means of a worm-wheel 
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and thumbscrew until the point just touches the surface, A 
second reading is now taken, and the height of the water is 
at once ascertained. The point can be accurately set to the 
level of the water, as if lifted too high a pimple is formed on 
the surface of the water due to capillary attraction. 

l^he flow taking place over weirs may be calculated from 
the equation — 

in which If represents the length of the weir in feet, and H 
the height measured by the hook gauge. Numerous experi- 
ments have been performed to ascertain the value of the 
coefficient of discharge r. 



Values of c (from Hamilton Smith's Tables). 



Head in 
Feel. 




Length * in Feet. 




.66 1 1.0 


2.0 3.0 5.0 


10 


19 

.656 

.634 
.625 
.620 

.6.5 

.611 
.609 


.2 
.3 

■i 

.8 

I.O 

1.4 


.632 1 .639 
.611 1 .618 
.601 .608 
.595 1 .601 
.587 1 .59^ 
... j ... 


.646 .652 
.626 .630 
.616 .619 
.609 .613 
.601 .605 

.595 ; .600 
.590 .595 
.580 .587 


.653 

ill 

:'^ 
.604 
.601 
.594 


.655 
.633 
.624 
.618 
.613 
.611 
.608 
.602 



If there is a noticeable velocity of approach where the 
hook gauge is placed, the above formula must be modified 
as follows : — 

^ = ^.^v/i^^(H + i.4//)-3, 

in which // represents the head producing the observed 
velocity of approach, c having the same values as before. In 
selecting c the new head H + 1.4// must be used. 
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When the weir is suppressed by the boards a the same 
equation applies as for the free weir if there is no velocity 
of approach, but different values of c must be used — 

Values of c (from Hamilton Smith's Tables). 



Head in 
Feet. 



.2 
•3 

•4 

.6 

.8 

i.o 

1.4 



.645 
.639 
.636 
.638 1 

.643 
.648 



.642 
.636 
■633 
.634 
.637 
.641 



Length h in Feet. 



.659 
.641 ] .638 



.633 
.630 
.630 
.633 
.637 
.644 



•^31 
.628 

.627 

.629 

633 



.658 

.637 
.629 
.625 
.623 
.625 
.628 



.640 ' .634 



10 

.658 


19 


.657 


.637 


.635 


.628 


.626 


.623 


.621 


.620 


.618 


.621 


.618 


.624 


.619 


.629 


.622 



When there is a perceptible velocity of approach the 
equation becomes — 

and c must be found from the table corresponding to the 
head H + 1.33//. 

The flow from a short tube, usually about three diameters 
in length, called the standard tube, is very instructive, and 
is of practical intere.st to the hydraulic engineer. This tube, 
Fig 7» is arranged in the side or bottom of a vessel, and has 
a perfectly sharp inner edge, as in the case of the orifice. It 
is found by experiment that the discharge from a short tube 
is greater than from the orifice of similar diameter, but the 
velocity of outflow is considerably less. As the water com- 
pletely fills the tube where it is discharged, the coefficients of 
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velocity and discharge are always equal. The values of 
these coefficients vary from .83 to .80, decreasing for larger 
heads. 

If the tube be made of glass or other transparent material, 
it is noticed that there is a contracted vein occurring within 
the tube. The tube is very inefficient owing to the low 
value of the coefficient of velocity, and the energy of the 
issuing stream may be found as in the case of the orifice, and 



Fig. 7. 



is represented by - (.827^)- = (.677')'— . This is an efficiency 

of 67 per cent., or a loss of 33 per cent. 

The low efficiency of the standard tube has caused experi- 
ments to be made with coned tubes, with the result that 
much higher velocities have been obtained. The cone is 
described by the angle which one of its sides produced would 
make with the centre line ; thus a cone of 10'' angle has a 
total convergence of 20**. Experiments on these cones show 
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that as the angle is increased from o" the coefficient of dis- 
charge increases from about .82 to .946, corresponding to an 
angle of i3**-24', when it again decreases. The coefficient 
of velocity, however, continues to increase until for an angle 
of 48'*-5o' it has a value of .984. This continued increase 
appears to suggest that the highest coefficient is obtained 
with a cone having the form of the contracted vein due to 
the velocity corresponding to the head of water available. 

There are two arrangements of supply pipes which con- 
cern the hydraulic power engineer ; first, where it is desired 
to conduct the water from an elevated reservoir to work a 
turbine, and secondly, where high-pressure water is dis- 
charged into a pipe to be consumed in working hydraulic 
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Figs. 8 and 9. 



machines placed in various positions. In the first case the 
same quantity of water flows from end to end of the pipe, 
whereas in the second, the quantity is reduced by being 
abstracted by branch pipes leading to the machines. In all 
cases it is essential that there should be as small loss as 
commercial circumstances will permit. The losses occurring 
are caused by eddy currents due to the sudden change of 
section of the pipe, or to bends, and by friction of the water 
against the sides of the pipe. 

The losses due to change of section may be explained 
with reference to Figs. 8 and 9. If the section is reduced 
suddenly the conditions of the standard tube obtain with 
the consequent loss of efficiency. This evil may be largely 
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remedied by substituting a cone and keeping the velocity in 
the pipe low. When a sudden enlargement occurs the loss 
is caused by the water whirling round, and if v be the greater 
velocity, and t\ the reduced velocity, the loss of head may 
amount to — 

/,=.L (..-,..). 

This loss may, however, be largely prevented by the use 
of a cone. 

The friction of water in a pipe is found to vary directly 
as the square of velocity of flow, and the length of the pipe, 
and inversely as the diameter of the pipe, also directly as a 
coefficient which is reduced for an increase of velocity — 

all the dimensions being in feet. 

Values of f^ for Smooth Iron Pipes. 



Velocity w. 



i.o I 2.0 I 3.0 4.0 6.0 I 10.0 




.031 


.029 


.026 


.024 


.024 


.022 


.022 


.020 


.021 


.019 


.020 


.018 


.018 


.016 


.016 


.014 


.014 


.013 


.012 


.Oil 


.Oil 


... 



When the theoretic head in a parallel pipe has been 
diminished in accordance with the above formula, instead of 
having the same value for any part of the pipe, it is found 
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to decrease in the direction of flow ; this decrease is known 
as the hydraulic gradient. 

In the previous chapter it was pointed out that the reaction 
force of flowing water is equal to the weight of twice the 
column producing the velocity of flow, and as this fact has 




Fig. 10. 

an important bearing on several branches of hydraulic design, 
it is worthy of further consideration. As an example, we 
may consider a pipe having a right angle bend in which 
the water is stationary, and the total pressure due the head 
and pipe area=*P. By referring to Fig. lo we see that 
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there are two pressures P tending to force the pipes to part 
at the joints. If the water be now allowed to flow with the 
velocity due to the head producing P, these pressures P are 
at once changed to 2P by the reaction. To prevent the 
joints parting, a concrete block or other obstruction must 
be built in contact with the bend, and the force against this 
obstruction is the resultant 2P1 of the forces 2P. 

The magnitude of the force 2P^ may be found in the same 
way for any other bend in the pipe, either greater or less 
than a right angle. When the bend is 180**, the force 2Pj 
becomes 4P. 

If the velocity of flow does not represent the total head, 
the force 2P becomes — 

P0 + 2P, 

in w^hich P„ is the lotal pressure due to the pressure head 
and pipe area, while P is the total pressure due to the 
velocity head and pipe area. The meaning of pressure head 
and velocity head have already been given. 

Instead of a pipe bend the water may be caused to flow 
against a curved vane or guide, when the pressures are 
identical with those above considered. 
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CHAPTER III. 

HYDRAULIC PRESSURES. 

Before proceeding with an examination of the principles 
connected with hydraulic power in its application to 
machinery, it is desirable that the more general principles 
which govern the employment of the various members or 
parts when placed in combination in any one machine shall 
be understood, and the fitness of the respective parts for 
the duties required inquired into. 

In the description and illustration of what we may term 
the elements — that is, the component parts or details of 
machines — we shall be led to introduce much information, 
which to the experienced hydraulic engineer or draughtsman 
will no doubt appear superfluous. The more experienced 
reader should, however, bear in mind that to many practical 
engineers the conditions and mode of working, the details 
of construction, the soundness or unsoundness of various 
arrangements, and even the general principles of action of 
hydraulic machinery, are a true terra incognita^ while to the 
younger engineers and draughtsmen the more fundamental 
portion of our description may not be the least valuable. 

We shall, then, first take up the consideration of the 
elements, the details of construction, of hydraulic machinery, 
commencing with the simplest parts, such as the valves and 
seatings, \*arious types of packings (their friction and best 
method of construction), pipes, joints, glands, safety valves, 
stop valves — passing from the simplest screw-down valve 
to the more complicated types which command the whole 
action of a complex machine by the movement of a single 
lever, and may almost be considered machines in them- 
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selves — and the various other details, the correct design 
and construction of which are of importance as affecting 
the permanence, economy, or safety of the machine. 

For the proper consideration of the subject, it is absolutely 
necessary to divide hydraulic machinery operated by pres- 
sure energy into at least three classes, defined according to 
the intensity of the pressure by which they are operated. 
This is due to the extended range of pressure adopted in the 
working of different types of hydraulic machines. Thus, 
the author has designed hoists which work successfully and 
with fair economy with a water pressure of only 5 lbs. per 
square inch, and on the other hand plants for testing the 
internal steel tubes of modern ordnance to the intense 
pressure of 1,000 kilogrammes per square centimetre, or 
about 6 J tons per square inch, a pressure equivalent to that 
of a column of water nearly 6 J miles high. 

The contrast between steam and hydraulic machinery is 
in this respect very striking. Whereas in the case of 
hydraulic work we have a range of pressure of from say 
5 lbs. to 22,400 lbs. per .square inch, necessitating consider- 
able modification in the details of construction and choice 
of material for the various parts, we have in the case of 
steam machinery a maximum practical range of pressure of 
from 7 lbs. per square inch to 300 lbs. per square inch only, 
and the small modification of construction and material of 
detail at the higher pressures is due more to the difference 
of temperature of the steam than to difference in its pressure ; 
a difference of temperature which, on the other hand, does 
not occur in the case of hydraulic machinery. 

We shall, then, divide hydraulic pressure machinery into 
three classes : — 

1. Low Pressure, — Comprising all machines intended to 
work with a pressure of less than 200 lbs. per square inch. 

2. Medium Pressure. — Comprising machines intended to 
work at a pressure of from 400 lbs. per square inch to 1,500 
lbs. per square inch. 
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3. High Pressure. — Comprising machines intended to 
work at pressures of from i ton to 10 tons per square 
inch. 

The low-pressure class is largely used in the operation of 
hydraulic lifts for hotels, etc., steam or gas engines being 
fixed in the basement to supply the requisite pressure, either 
direct or by pumping into a tank on the roof of the building, 
at a sufficient height to furnish an adequate head for work- 
ing the lift. Hoists supplied wiih pressure from the water 
supply mains of the town also fall into this class, and are 
largely used. It is an excellent practice, in the case of large 
works and manufactories in which fire-mains are laid down 
and steam pumps fixed to supply them, to keep the pumps 
running as required throughout the day instead of standing 
idle, and utilise the pressure in the operation of hoists of 
this first class throughout the establishment. 

The medium-pressure class includes the Armstrong type. 
The pressure originally employed by Mr Armstrong (now 
Baron), who may be considered the foster-parent of the 
system of working an entire plant of lifting and hauling 
machinery by hydraulic pressure generated at some con- 
venient centre and distributed by mains, being 700 lbs. per 
square inch — a very suitable pressure for dock and station 
work and many descriptions of hydraulic machines, and 
adopted as a mean pressure by the hydraulic- power com- 
panies of London, Manchester, and Hull for their extensive 
plants for the distribution of power to consumers by mains 
laid beneath the public streets. 700 lbs. per square inch is, 
however, objectionably low, and even absolutely inadmissible 
for direct use in powerful hydraulic presses — generally in- 
volving the additional complication of an intensifier — and 
too high for simple application to direct-acting lifts when the 
height of lift is considerable. Medium pressures of from 
700 lbs. to 1,500 lbs. per square inch are usually employed 
in connection with hydraulic riveting plants of the Tweddell 
and other types. 
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With reference to the third class, working at pressures of 
from I ton to xo tons per square inch, a higher pressure 
than 2 tons to 3 tons per square inch is not to be recom- 
mended for permanent machinery and plants. For small 
apparatus, such as punching bears for boiler and ship work, 
where portability is one of the most sought for qualities of 
the machine, a pressure of 4 tons per square inch may be 
adopted with fair success, but pressures exceeding 3 tons per 
square inch should never be employed unless the conditions 
of the case are in great measure compulsory. 

'I'he reasons why pressures of say from 3 tons per square 
nch to 7 tons per square inch cannot be used with such 
practical success as lower ones do not arise so mucfr from 
any difficulty in making joints, valves, or rams initially free 
from leakage, or in obtaining sufficient strength in the 
cylinders to resist the intense pressure ; but lie in the rapid 
wear of the ram packings, from causes which will become 
apparent when we consider the action of the various pack- 
ings available, as we propose to do in a subsequent chapter ; 
and also in the rapid deterioration of the valves and valve 
seats. At these high pressures, when once a current (how- 
ever infinitesimal) is established past the valve seat, either 
through the lodging of a minute particle of some hard sub- 
stance on the seat or other cause, the water cuts rapidly into 
the metal of the valve or valve seat, sometimes forming a 
straight groove, sometimes a curious crooked one. In a very 
short time a large plant may be rendered useless for a time 
from this cause. 

To comprehend the nature of this erosion of the hardest 
metals by a current of water, it is necessary to consider 
the enormous velocity at which water will pass through 
an aperture at these high pressures. The table below 
gives the velocity in feet per second, at pressures of 
from 700 lbs. to 10 tons per square inch, which the mole- 
cules of water will acquire if discharged into a vacuum 
through an approximately frictionless aperture. Velocities 
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for intermediate pressures may be calculated from the for- 
mulae — 



Velocity in feet per second = 12. 19^' pressure in lbs. per sq. in._, 
and velocity in feet ,, = 577 mJ pre.-sure in tons per sq. in. 
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Thus the velocity of the molecules of water and any small 
particles of solid matter they may carry with them is as high 
at a pressure of 10 tons per square inch as the muzzle 
velocity of a modern gunshot, and the effect of this bom- 
bardment of the valves and seats may be compared to the 
action of the well-known sand blast. Even at a pressure of 
only 2 tons per square inch the velocity will be seen to be 
816 feet per second, and will rapidly cause erosion or cutting 
if once a current is established. It is on this account advis- 
able with all high-pressure hydraulic work to pass the water 
through a rough filter before reaching the pumps, in order 
that it may be as free from all solid particles as possible. 

A pressure as high as 2 tons per square inch, however, 
may be successfully employed throughout a large establish- 
ment, and is indeed a very suitable pressure to adopt where 
capstan or other rotary engines are not needed, and the work 
required is mainly press work. We remember a well-known 
engineer asserting that it was impossible to work a large 
plant of hydraulic machinery with success at a pressure of 
4,000 lbs. per square inch. This is, however, quite a mis- 
take. The writer had under his personal observation for 
many years a large plant working at this pressure, and 
compribing forging presses, hoists, punching and shearing 
machines, boiler and girder riveters, and, in addition, the 
crane and hoist of a steelworks, and with perfect success. 
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It must, however, be admitted that to prevent failure careful 
attention is needed. Accumulator packings must be replaced 
at regular intervals, whether worn out or not, and all valves 
and S'jatings similarly examined at stated periods, and trued 
up or replaced if showing the least tendency to deterioration. 
If in addition ample pumping power and accumulators in 
duplicate be provided, a pressure of 2 tons per square inch 
can be adopted as confidently as a pressure of 700 lbs. per 
square inch, and has the advantage noted above of being 
much more suitable for heavy press work. 

Three tons per square inch may be considered as the 
standard pressure adopted in the Manchester packing houses; 
many oil presses, and a considerable number of the large 
cotton-baling presses used in India, are also worked up to 
this pressure. In the case of such presses, however, an 
accumulator is rarely used for the maximum pressure, and 
pumps, valves, pipes, etc., are subjected to the extreme 
pressure only at the termination of the stroke of a press. 

In treating of the materials used in the construction of 
hydraulic work, we shall make our remarks very brief, limit- 
ing them to such features as are of special importance in 
connection with hydraulic machinery. The general pro 
perties of such materials will be found so fully detailed in 
many works already in the hands of engineers, that it would 
be superfluous to recapitulate them here. 

Cast iron is the metal most largely employed by the 
hydraulic engineer. It has, however, a reputation for want 
of reliability, especially in the construction of cylinders for 
high pressures. This reputation has been too often earned, 
however, by failure from improper disposition of the material, 
inadequate dimensions, or improper treatment in the foundry. 
As instances of the former fault, we illustrate below two 
typical cases, examples of which may frequently be met with 
in practice, even in the work of reputable engineers, and 
such as we have know^n to result in failure in more than one 
instance. 



HYDRAULIC PRESSURES. 



Figs. 1 1 and 1 2 represent a cross section through a cylinder 
(diameter = I)), hiving a passage (diameter = ^) cast on at 




the side. Fig. 1 1 shows the faulty construction, and Fig. 1 2 
the correct construction. In Fig. 11 it will be seen the 
designer has determined the thickness T of the cylinder D 




in the ordinary way, and then clapped on the passage d 
without considering the effect of the addition on the stress 
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on the metal between the cylinder and passage — that is 
at A. Thus, if P be the water pressure, the stress on the 



metal at a 



1) + ^ 

2T 



XP, while at B it is only ,,;X P- 

2 1 

Hence if the metal at b be properly projKDrtioned to with- 
stand the pressure P, the metal at a is decidedly too weak, 
and its thickness should have been T + /, as indicated in 
Fig. 12. 

Fig. 13 similarly illustrates a faulty and a correct method 
of making the inlet-pipe connection to the side of a high- 




Fig. 13. 



pressure cylinder. A is, of course, the correct construction, 
and B the faulty one. At b a large hole for the reception 
of the inlet nipple has been drilled and tapped, and only 
reinforced by a shallow boss, and, in some cases which have 
come under our notice, by no boss at all. At a only the 
comparatively small and necessary inlet hole penetrates the 
barrel of the cylinder, and the strength of the metal thus 
taken away is amply supplied by the substantial boss into 
which the inlet nipple is screwed. Such faulty constructions 
as those illustrated by Figs. 11 and 13 may stand the test 
pressure, and work without failure for a considerable time, 
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or, indeed, if there be ample material, may outlive the 
machine. On the other hand, if the thickness of the metal 
be originally somewhat inadequate, or the machine over- 
stressed through some accidental cause, weak points have 
been provided by the designer at which fracture may com- 
mence, causing, possibly, great loss and annoyance, and 
resulting simply from the want of a few pounds of metal in 
the ri^ht place. The construction illustrated at D is espe- 
cially faulty owing to ihe intense stresses liable to occur at 
the edges of the nii)ple hole, owing to the break of con- 
tinuity of the metal and consequent localisation of strain. 

If, however, cast-iron cylinders be well and properly 
designed, cast from a suitable blending of metal, and with 
proper care on the part of the founder, they may be used 
with confidence for pressures up to 2 tons per square inch ; 
and for thoroughly steady loads, such as those obtaining in 
the case of ordinary presses used in the compression of 
yielding and elastic substances, a pressure of 3 tons per 
square inch is not inadmissible. 



CHAPTER IV. 

MATERIALS. 

There is, in general, no true economy in the employment 
of inferior metal in the construction of parts of machines in 
which great strength is required, since the loss of strength 
due to the inferior quality of the metal is far from com- 
pensated for by a slightly diminished first cost of the 
machine. In low-pressure hydraulic machines the thickness 
of the castings is frequently dictated by the exigencies of 
manufacture, and not by the working stresses to which they 
are subjected; but in the case of cylinders of medium 
pressure, and still more so in the case of the cylinders of 
high -pressure machines, which are frequently worked up to 
their full test pressure, or say one-half their probable initial 
breaking load, metal of first-class quality should invariably 
be employed. The cast iron for such purposes should be of 
at least such quality that a test bar i inch square, cast 
on end, will not break with a tensile load of 9 tons, and a 
bar I inch by 2 inches, ])laced on edge and carried by 
supports 3 feet apart, should sustain 30 cwt. in the centre 
without fracture. The metal, when cast into the actual 
shapes in which it is used, will in general have a considerably 
lower resistance to fracture than that of the test specimens, 
and it will not be wise to exceed a test stress on the metal 
of the complete machine of say 3J tons per square inch. 
With respect to the working stress and factor of safety, as 
it is commonly called, we .shall have something to say 
further on, as also as to the peculiar and dubious character 
of the stress sustained by thick cylinders under internal fluid 
pressure. 
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With regard to wrought iron, there is little to be remarked 
having special reference to hydraulic work. When used for 
cylinders, it must of course be thoroughly sound, and should 
not be designed for a higher test stress than 8 tons per 
square inch distributed, and if the thickness of the metal be 
considerable a lower stress may be advisable ; a point we 
intend to discuss further on. For rolled Staffordshire bars 
of fair quality, a test stress of lo tons per square inch is not 
too high, if applied in simple direct tension. 

Steel is a material which has only lately come into general 
use for hydraulic cylinders, but the success which has re- 
warded the efforts of the steel-founder in the production of 
thoroughly sound and reliable steel castings is causing steel 
to rapidly replace cast iron in the construction of cylinders 
for high pressure". The breaking strength in tension of the 
metal employed is usually stated at 24 tons per square inch, 
but this is not probably obtained in the actual cylinder 
casting, the test stress on which it will be well to limit to 
8 tons per square nch for cylinders of moderate thickness. 
For sound hammered steel cylinders, or hydraulic forged, a 
test of 10 tons per square inch of metal will not be too high. 

Solid drawn steel tubes forms an excellent, indeed the 
best material available for high-pressure hydraulic tubes. 

For the rams of hydraulic presses and hoists, rolled or 
hammered steel is frequently used, and sometimes steel 
castings, but there is a difficulty in getting the latter 
sufficiently sound on the surface for use in high-pressure 
work. Indeed, even in the case of hammered steel it is 
necessary to allow ample metal in the forging to permit of 
a substantial first cut being taken off over the surface (the 
rough should be at least § inch larger in diameter than the 
finished ram), as otherwise it is impossible to eradicate the 
unsoundness due to the surface blowholes invariably found 
in the ingot. These, although closed in by the subsequent 
hammering, which leaves an apparently sound face in the 
finished use, are not really welded up, but reappear in the 
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shape of an unsound surface on the first cut being taken off 
in the lathe. 

Malleable cast iron, toughened sometimes by the addition 
of a little scrap steel, is used with success for small short 
cylinders. Its ultimate strength, i inch thick, does not 
exceed in general 15 tons per square inch, and for J inch 
thick about 20 tons per square inch. The test stress may 
be taken at 8 tons per square inch, if the metal does not 
exceed J inch thick. It is, however, a treacherous material, 
very liable to unsoundness, and should only be used for 
small and unimportant work. 

The alloys of copper, tin, and spelter are of the greatest 
importance to the hydraulic engineer, owing to their freedom 
from corrosion by water. Hence they are used almost to 
the exclusion of any other metal for barrel linings, plungers, 
valves and valve seats, screwed caps and plugs, etc. Brass 
also forms an excellent sheathing for the outside of rams, 
and its use for that purpose is highly conducive to the 
durability of leather packings, while in all cases in which a 
cylinder is bored to receive a leather-packed piston it should 
also be lined with brass or gun metal, unless there be special 
circumstances which militate against their use. For the 
smaller class of pumps gun-melal castings are almost ex- 
clusively emj>loyed. The castings so used are in general 
somewhat, but not greatly, tougher and stronger than good 
cast iron. A test stress of 4 tons per square inch of metal 
may be permitted for gun metal pump barrels. 

For hydraulic pressures exceeding 4 torts per square inch 
steel should be used in place of gun metal. The portion of 
the brass foundry occupied in the production of hydraulic 
castings should be separate from that in which the 
commoner descriptions of metal are cast. Very annoying 
inequalities in the strength and closeness of the metal, due 
either to carelessness or wilful neglect on the part of the 
workmen, are otheiwise extremely liable to occur. For 
pump plungers the rolled alloys, such as Kingston metal 
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and rolled phosphor bronze, are very reliable. These and 
similar alloys, in the form of rolled rods and solid drawn 
tubes, can now be procured of the strength of steel, and at 
very moderate prices. 

Phosphor and manganese bronze castings are also used 
for pump barrels, and are said to have an ultimate breaking 
weight of about 19 tons per square inch of metal, but as far 
as the author's experience extends this cannot be depended 
on in the actual castings. The test stress for phosphor 
bronze pump castings may be taken at 6 to 7 tons per 
square inch of metal. Rams are coated with copper by 
electro-deposition by the Broughton Copper Company, of 
Manchester, and other firms, at very moderate cost. The 
finished thickness of copper usually supplied is ^\ inch. 
The durability of the sheeting so formed can be relied on, 
and its great gain in the first cost, as compared with brass 
sheathing, has brought this plan into favour. 

Leather and one or two other materials of special utility 
for hydraulic work will be dealt wild in connection with 
their applications. 

Having considered the safe test stresses of the materials 
employed in hydraulic work, we have now to consider the 
not less important question as to what proportion the actual 
working stress should bear to that stress. 

Very hazy notions on this subject have been held up to 
recent limes, and, indeed, are still held. Great importance 
used to be attached to the determinations of the so-called 
" elastic limit " of a material, by which term was intended 
that stress at which the metal began to take noticeable 
permanent set. It was demonstrated by Mr Hodgkinson, 
however, that cast iron had no definite ** elastic limit." By 
expel iments with long cast-iron bars (15 feet long) he 
showed that cast iron takes a permanent set with small 
loads, increasing gradually, as the load is increased, up to 
the breaking point. Ductile wrought iron and mild steel 
have, however, a definite " elastic limit " of stress, or rather 
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they have a definite " breaking-down " point. This will be 
better understood by reference to the annexed diagram, 
Fig. 14, which represents the extension of a mild steel bar, 
I inch square, 10 inches long, under loads progressing in 
strain up to the breaking point The author has carried out 
a very large number of experiments with mild steel bars, and 
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Fig. 14. 

has invariably found the stress and strain diagram (drawn 
automatically by the bar itself) to have the characteristics 
illustrated by Fig. 14. From o to a the extensions of the 
bar are very nearly prof>ortionate to the stress applied ; in 
other words, they follow Hook's law ;// f^nsio sic vis. a is 
the true elastic limit. From a to B is a transition stnge ; 
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the extension is no longer proportionate, but increases more 
and more rapidly. The extension between o and a is a 
very minute portion of the length of the bar, and is exag- 
gerated in the diagram so as to make it capable of represen- 
tation. When the stress reaches the amount indicated by 
the point b, the bar extends without increase of load a 
distance of |^ inch or more in a specimen lo inches long — 
it, so to speak, " breaks down." Hence u has been termed 
the " breaking-down point " of the bar. The " elastic limit," 
as ordinarily found by the aid of a pair of dividers, may be 
anywhere between a and b, or even below a. 

The specimen now extends from b to c without increase 
of load. In diagrams taken with apparatus of too sensitive 
a nature in the writer's opinion to be reliable, and also in 
diagrams taken by apparatus in which the load on the 
specimen is measured by the water pressure in the hydraulic 
cylinder of the testing machine, the line b c appears as a 
jagged line. 

There can be little doubt, however, that these apparent 
fluctuations in the load in the specimen are due mainly to 
imperfections in the recording apparatus, owing to the rapid 
stretch of the specimen from b to c. With well designed 
apparatus in which the actual load, as measured by the 
dead-weight lever, is recorded, the line between b and c is 
found to be almost, if not quite, straight and horizontal. 
c is usually a very well marked point, from which the 
extension of the bar increases very rapidly with increasing 
load. At D the maximum load which the bar can sustain 
without immediate fracture is reached. From d to e the 
load on the bar materially diminishes, until the bar, having 
stretched to e, suddenly breaks. 

The whole subject is a very interesting one, but since we 
are concerned not with the behaviour of metals under test, 
but with their use in hydraulic machines simply, we must be 
brief. Our present object is to point out that the so-called 
"elastic limit" is not in itself a quantity of much importance, 
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since it can be raised at pleasure. For instance, if the bar, 
the behaviour of which under test is illustrated by Fig. 14, 
had been subjected to a preliminary load of 22 J tons, we 
know by the results of many experiments that, on being 
subsequently tested, its "elastic limit, '* instead of being 
about' 1 8 tons per square inch, would have been found to 
be more than 22 J tons to the square inch, and no such 
stage as that between b and c would be observed. Hence 
a steel or iron master, who has to do with an engineer who 
has great faith in a high " elastic limit " as a measure of the 
strength of a bar— and there are such engineers — has merely 
to watch his opportunity and apply a stress equal to the 
prescribed " elastic limit " before the inspector commences 
his test, and he will be sure of the bar passing the test as 
far as regards the "elastic limit." 

Not only can the "elastic limit" be raised; it can also 
be lowered by manipulation. By compressing a bar of 
wrought iron endways, powerfully, its " elastic limit " may 
be reduced to as little as 5 tons per square inch without 
affecting sensibly its ultimate breaking weight. 

Hence we must discard the "elastic limit," at any rate 
taken by itself, as in any way measuring the value of the 
bar for constructive purposes. In comparing the quality of 
two bars, it is necessary that the specimens should be of 
equal length and equal diameter. The important points, 
then, to be observed, as determined by tests, are the ultimate 
breaking weight and the ultimate extension. 

Having thus disposed of the claims of the " elastic limit " 
to be considered as a basis from which to determine the 
relation between test straps and working stress, we have 
next to consider from what sound basis their relations may 
be determined in the special case which wc have to consider, 
viz., that of hydraulic power machinery. 



CHAPTER V. 
TEST LOAD. 

Having disposed of the pretension of the so-called "elastic 
limit" to be considered an indication of the safe working 
load of a bar of wrought- iron or steel, we have now to point 
out another fallacy, which has a deep root in the minds of 
many. It is a common belief that if a piece of metal or a 
machine pass its "test" without giving signs of undue strain 
by taking permanent set — for instance, in the case of a bar 
stressed in tension, or, as in the case of a hook or a punching 
machine, by a permanent springing open of the jaw — that it 
is quite safe for any number of repetitions of the test load. 
Some early experiments of Sir Wm. Fairbairn went to show 
the fallacy of this error in the case of riveted girders, but 
were, too crudely conducted to be conclusive. More re- 
cently, however, the researches of Wohler and Spangenberg 
have thrown a flood of light on the subject. 

It appears from their experiments that the breaking weight 
of a piece of metal depends not merely on the absolute magni- 
tude of the stress per square inch, but also on the frequency 
of repetition and the range of variation of the stress. The 
experiments, though very extensive and amply conclusive as 
to the general results, were not conducted with sufficient 
care to suggest an exact formula ; but the general nature of 
the results will be readily understood by considering the 
breaking weights, as determined from them, of a bar of 
wrought ironlloaded either by (i) a steady load applied con- 
stantly ; (2) a steady load applied and removed alternately 
an indefinite number of times ; (3) a steady load applied 
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alternately in opposite directions —that is, alternately com- 
pressing and extending the fibres. 

The breaking weight in the first case is 20 tons per square 
inch, in the second 13 J tons, and in the third 6§ tons per 
square inch. Thus the breaking weight in the three cases 
have the proportions 3 : 2 : i, or i : | : J. 

As an example of the first case, we may instance the links 
which connect the balance-weight chain of a slow-moving 
hoist to the cage or to the balance weight. As an example 
of the second, the columns, head, cylinder, etc., of a hydraulic 
press ; and as an example of the third, the piston rod of a 
steam engine, or the spindle of an overhead pulley of a hoist. 

What is known as the Dynamic Theory of Loads is now 
largely accepted by leading engineers, more especially in 
connection with bridge design. The theory states that if 
a load be applied quite suddenly the strain produced is 
double of that which would result from the application of 
the same load very gradually ; also if a load be suddenly re- 
moved, and applied in the opposite sense, the resulting strain 
is three times that which would result from the removal of the 
load and application of the reverse load very gradually. 

In treating of the safe working loads, as determined from 
the test stress, we shall in all that follows suppose that the 
metal is stressed in one direction only, but that the stress is 
applied and removed continually in the ordinary working of 
the machine. If the stress be alternately applied in oppo- 
site directions, one-half the working load, as determined 
by the following considerations, must be taken as the safe 
working load. 

We may divide working loads roughly into four classes — 
(i) Perfectly steady loads; (2) ordinary loads, not perfectly 
steady, but nearly so, and perfectly steady loads applied to 
machines in which failure would involve considerable loss or 
annoyance; (3) loads applied with more or less but not 
excessive shock ; (4) loads in which failure must result in 
danger to life or limb. 
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As types of the first class of loads may be taken hand- 
worked hydraulic presses operating on yielding materials. 
Here we have the class of stress most favourable to the life 
of the machine, and the working stress may be four-fifths the 
test stress. Hydraulic punching bears and hydraulic jacks, 
and similar small tools will also fall under this head, and 
may be worked up to four-fifths their test stress if otherwise 
properly proportioned. Indeed, machines of this class are 
often worked up to their full test load. As types of the 
second class may be taken large hydraulic baling presses 
worked rapidly and frequently, high-pressure hydraulic accu- 
mulators, fitted with safety valves, and high-pressure work in 
general ; for this class the working load may be two-thirds 
the test load. Medium-pressure hydraulic work, in which 
the load is very steady, may also be included in this class. 
As types of the third class may be taken medium-pressure 
hydraulic hoists, accumulators, etc., chain hooks and similar 
parts, and medium-pressure work in general, for which the 
working load should not exceed one-third to one-half the test 
load, according to the degree of shock incidental to the 
working of the machine. For the fourth class, which is in- 
tended to cover such work as hotel lifts, etc., the working 
load should not exceed from one-fourth to one- fifth the test 
load — abundant strength being specially provided in all 
parts liable to deterioration or wear. If frequent skilled 
supervision cannot be guaranteed, a still larger margin 
should be allowed. 

Gun-metal high-pressure hand pumps may be worked up 
to two-thirds the test pressure. Gun-metal high-pressure 
pumps driven by steam cylinders direct, or by belt, may be 
worked up to half the test pressure, or, if of cast iron, up to 
one-third the test pressure. 

Table I. gives the test stresses and working stresses suit- 
able for the materials most frequently used in hydraulic 
machinery', and the proper proportion of working load to 
test load. 
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The next point to be examined is a peculiar description 
of stress which is only found in the thick cylinders of high- 
pressure h)draulic work. Fig. 15 represents a cross section 
through *a thick cylinder. Internal radius = r, external 
radius = r + / when unstressed. These radii become, when 
stressed by inlernal fluid pressure, say r^ and rj + Zj re- 
spectively. If the stretch of the material follow the elastic 
or Hookers laws, the circumferential tension of any ring of 
fibres will be proportional to the whole extension of the ring 




Fig. 15. 

divided by the whole circumference of the ring. In ether 
words, the tension will vary as the extension per unit of 
length. Hence the stress at the internal circumference of 
the cylinder will be to the stress at the external circum- 
ference as — 

ri-r , (/-i+/i)-(r + /) 
r r + / 

and since the internal pressure tends to compress the 
material radially, and thus cause a reduction in the thick- 
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ness, and as the circumfertntial tension also tends to reduce 
the thickness, /j is necessarily less than /, and the fraction 

i^J^-S^Jl!!) less than the fraction 'iT-/*. Hence the 

r + / r 

tension on the fibres of the external circumference is less 
than that on those of the internal circumference, and the 
former do not take their fair proportion of the work of 
resisting the disruptive effect of the internal pressure.* 
Lam^ was the first writer to accurately determine the 
effect of this inequality of stress throughout the thickness 
of the cylinder on the supposition of extension being 
directly proportional to stress. He obtained the formula 

/= _\- —\ where / is the tension at the internal cir- 

R." — /■** 

cumference, P the internal pressure, R the external radius, 

and r the internal radius. We have omitted from the 

formula the term involving the external pressure, since, in 

such cases as we are concerned with, the external pressure 

will, in general, be comparatively very small. The steps by 

which this result is arrived at may be consulted in Lamp's 

" Traits de TElasticit^," or Ibl>etson's "Theor>' of Elasticity," 

or Rankine's "Applied Mechanics," the result obtained 

being the same in each. 

P R^ 4- r^ 

The formula may also be put in this form :/=,,,. 

1 K T r 

where T is the thickness of the cylinder, P and / may be 

taken in tons or pounds per square inch, and R, r and T 

in inches, or any other units of length or weight at pleasure, 

provided the same units be used for P as for/, and the same 

unit for T as for R and r. 



* The alx)ve must not l)e taken as an exact statement of the ttue 
conditions of stress and strain throughout the metal of the cylinder, as 
we have not taken account of the effect of the radial compression on 
the relations of stress and strain, but simply as an approximate illustra- 
tion of the necessary variation of the strain throughout this thickness. 
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If R be nearly equal to r, we obtain the usual formula for 
the tension on the metal of a thin cylinder, viz., 

/=¥ 

Professor Pearson (see footnotes pp. 550 and 552 of 
Todhunter's " History of Elasticity ") considers that Lamp's 
formula for the strength of a thick cylinder errs on the side 
of assigning too high a value to the strength of the cylinder. 
The author does not, however, consider this conclusion to 
be confirmed by experience. On the contrary, we know 
that the actual materials in construction do not follow 
Hooke's law in their extension with precision, and there 
is, so to speak, a sort of "give-and-take" action, which 
tends to cause a greater equality of stress throughout the 
thickness of a cylinder than I-am^'s formula would indicate. 
On the other hand, however, the internal circumference of 
the cylinder in the case of castings is usually the most un- 
sound, owing to the exterior of the cylinder cooling first, 
and the inner rings of metal later, while at the same time it 
is the part most severely stressed in actual work. 

The plan of circulating water through the core bar, as adopted 
in America in the casting of ordnance, may be employed 
with advantage in the case of important hydraulic cylinders, to 
ensure soundness in the inner layers of cast-iron cylinders. 

On the whole, the author considers it better to be guided 
by the results of successful practice in assigning the test 
pressure for hydraulic cylinders, rather than by a formula 
based on a defective theory. Tables I. and II. exemplify 
his ow^n practice, and have been used successfully in fixing 
the dimensions of many hundreds of hydraulic cylinders. For 
low-pressure work, the following dimensions may be adopted 
for pressure (test) not exceeding 500 lbs. per square inch : — 
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TABLE 11. 

Thickness in Inches of Cast-iron Cylindeks for Test 
Pressures of 
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TABLE IIL 

Thickness of Steel Cylinders (Unhammered Castings) 
FOR Test Pressures of 
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A few remarks may be here appropriately introduced on 
certain points in the design and construction of high-pres- 
sure hydraulic cylinders of these materials, non-attention to 
which will frequently result in failure and disappointment. 

In the first place, the internal corners at the bottom 
should be struck to a large radius, as shown by Fig. i6 ; and 
if the cylinder be cast with a solid bottom, the interior of 
the bottom should be struck to a radius not exceeding the 
diameter of the cylinder in length. A good practical rule is 
to make the corners one-fourth the internal diameter of the 




"cl^^ 



ili^i 






Fig. 1 6. 



Fig. 17. 



cylinder in radius, and the bottom three-fourths the internal 
diameter of the cylinder in radius. If these proportions be 
adopted, the thickness of the bottom of the cylinder will be 
sufficient if made equal to that of the walls, as illustrated by 
Fig. 16. In the case of long cylinders, in which it is neces- 
sary to carry the core bar through the bottom in order to 
provide a support for its end, the same proportions may be 
adopted, simply inserting the necessary plug for stopping the 
hole left by the core bar. 

The necessity of a large rounding of the corners arises 
from the fact that if they be left neariy square (see fiy Fig. 1 7), 
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the crystals of the casting arrange themselves during cooling 
in such a manner as to invite fracture along the line a b 
(Fig. 17), and unless the cylinder be constructed of a thick- 
ness unnecessarily great for the pressure to which it is sub- 
jected, deterioration gradually goes on along the line a b, 
until sooner or later failure takes place, as illustrated by Fig. 
18 ; and a conical piece a breaks away from the end of the 
cylinder. Fig. 19 shows the arrangement of crystals in a 
cylinder with a curved bottom of equal thickness to the 
sides. 




Fig. 18. 



Fig. 19. 



Fig. 20 illustrates a properly-designed cylinder, and simi- 
lar to Fig. 16, but with a plug inserted by driving from 
the inside. This method is found amply sufficient for 
cylinders of diameters ranging to 10 inches or 12 inches 
inside, or even more. For larger cylinders, the method 
illustrated by Fig. 21 may be adopted, in which the plug is 
made tight by means of a U leather and back plate. 

The sources of weakness to which attention was drawn 
in Chapter III. should also be carefully avoided, and it is 
also in general advisable to construct high-pressure hydraulic 
cylinders in the form of plain cylinders, as the castings are 
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depth to produce adequate fluid pressure on the casting, but 
also of sufficient bulk^ in order that it may remain fluid 
longer than the body of the cylinder, and thus maintain a 
pressure on the metal during the whole period of solidi- 
fication. Hence, to be effective, the head should take the 
form illustrated by Fig. 22 or 23, and not that illustrated 
by Fig. 24, which is ineffective and irrational, though not 
unfrequently adopted. 

If due attention be paid to the points here briefly dis- 
cussed, the thicknesses given in Tables II. and III. will be 
found amply sufficient for the test pressures there stated. 

Having thus cleared the ground by defining the meaning 
to be assigned to tests and working pressure and stress, and 
their proper relative and absolute values for the various mate- 
rials employed in the construction of hydraulic machinery, 
we are now at liberty to discuss the proper proportions 
and design of the details and component parts of such 
machinery. 



PART IlL— JOINTS, 



CHAPTER VI. 

PACKINGS FOR SLIDING SURFACES. 

The packing by means of which the rams, pistons or 
plungers of hydraulic machinery are enabled to slide to and 
fro at the same time that the passage of fluid past the slid- 
ing surfaces is prevented, may be divided into two classes, 
viz., firstly, that in which the packing is self-acting — that is, 



DC 



Fig. 25. 

maintained in water-tight contact with the sliding surface 
by the simple action of the hydraulic pressure itself; and 
secondly, that in which the tightness of the packing is 
dependent on mechanical compression by means of glands 
or junk rings, as in the case of stuffing boxes. 
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Fig. 27. 



Fig. 28. 



Of the first, or self-acting class of packing, the simplest is 
the spiral leather packing (Figs. 25, 26, 27, and 28). This 
is a very excellent packing for small plungers and pistons. 
It consists simply of a strip of supple leather -j\ inch or 
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} inch wide, and of sufficient length to wrap round the 
plunger three, four, or five times (Fig. 25). Fig. 26 repre- 
sents the plunger without the packing, Fig. 27 the packing 
in course of being wound on, and Fig. 28 the plunger 
packed and ready for use. The operation of packing a 




Kigs. 29 and 30. 



plunger in this manner is apparently very simple, but yet 
requires a certain amount of skill and practice to perform 
it with speed and neatness. The strip of leather must first 
have one end cut with a sharp knife to an acute angle. It 
must then be tried in the groove of the plunger, and shaved 
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if necessary down to the proper thickness to just fill the 
groove up to the required working diameter which will fit 
the pump barrel tightly. It is then wrapped round the 
plunger, and the free end chamfered off to a gradual taper 
and length to just fill the length of the groove. The free 
end is then hammered into the unfilled portion of the groove 
with the handle of a screwdriver or file, and the plunger is 
ready for use. 

This description of packing is only suitable for small 
plungers not exceeding i inch or ij inches diameter, but is 




Fig. 31. 



Fig. 32. 



a very simple, cheap and durable packing for such small 
work, and is perfectly reliable and water-tight at even the 
highest pressures. 

The most simple self-acting packing for rams, pistons 
and plungers, next to the spiral leather packing previously 
described, is the cup type of packing, which is constructed 
in three forms, commonly termed cup, hat and U packing 
respectively. The cup packing is illustrated by Figs. 29 
and 30, and simple tools for and the process of manufacture 
by Figs. 31 and 32. 

The cup packing is used as a packing for pistons, for 
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making water-tight joints at the ends of plugs and plungers, 
and similar purposes, and owes iis self acting tightness to 
the pressure of the water on the internal surface of the cup, 
which expands the rim of the cup and forces it against the 
pump barrel or other surface with which watertight con- 
nection is to be maintained. It might at first sight appear 
that the whole depth of the cup would be directly useful 
in forming the joint ; or, in other words, that the hydraulic 
pressure acting on the internal surface of the rim of the cup 
would press the whole external surface of the rim of the cup 
against the pump barrel, and that hence the water-tightness 
of the packing would be enhanced by increasing the depth 




Fig. 33. 



of the cup rim. This is not, however, found to be the case 
in practice. The effective portion of the cup is merely a 
narrow ring of surface near the point a. Fig. 29, where the 
leather touches the piston, and the remaining portion of the 
cup leather is in a great measure superfluous. This fact is 
evidenced in several ways in a very convincing manner. 
For instance, the wear takes place almost entirely at a. 

Fig. 33 represents a section through a worn-out packing. 
The indentation b inside the packing is due to the external 
wear of the packing at a, as the leather is forced out by the 
internal pressure from the inside of the cup to supply the 
portions worn away by external friction. The localisation 
of the wear is so marked as to lead superficial observers to 
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suppose that the leather has been cut by the pressure of the 
edge of the piston. The effect is, however, entirely due to 
fair wear, and is not to be obviated by rounding the edge of 
the piston or other such expedients occasionally suggested. 

Another proof is furnished by the fact that the friction of 
the cup is independent of the depth of the rim, and is the 
same practically for a packing 2 inches deep as for one an 
inch or less in depth ; whereas, were the water-tightness of 
the cup due to the pressure on the whole internal surface of 
the rim, it would be reasonable to suppose that the friction 
would increase with the depth of the cup. 

The manufacture of a cup leather is a very simple opera- 
tion. A disc F of leather (see Fig. 31) of suitable diameter 
is soaked in warm water until quite pliable. It is then placed 
centrally on the hollow mould a, and the plunger b screwed 
down on it by means of the central screw c (the head d of 
which may be conveniently held in a vice) and nut e, until 
it is forced into the mould A. When the leather is dry the 
edge is trimmed off to an angle of 45°, either by means of a 
sharp knife, or, preferably, in a wood chuck in the lathe. If 
the leather is required without a central hole, external clamps 
may be used in place of the central screw c to force the 
plunger B into the mould. If a number of leathers are to 
be manufactured, a small hydraulic press, of about 10 tons 
power, will be found very convenient, as also a sheet-iron 
oven heated by steam for drying the packings. The latter, 
however, requires great care in use, as, if overheated in 
drying, the leathers rapidly fail in ordinary work. It is poor 
economy to use inferior material for hydraulic leathers. 
Sound oak-tanned leather should be selected, cut from the 
best part of the butt. If the packings are not subject to 
much wear, indiarubber cups may, however, be used with 
advantage in all cases where packings are liable to become 
dry through being used only occasionally. 

It has been previously remarked that the depth of a cup 
packing has but little influence on its water-tightness. We 



72 HYDRAULIC POWER ENGINEERING. 

may further add that it is really ])rejudicial to the efficiency 
and durability of the packing to make the rim of the leather 
unduly deep, for the simple reason that the stress on the 
leather during its manufacture \^ greatly increased by in- 
creasing the depth of the cup. This stress is greatest also 
at the very part (a) of the leather which is subject to the 
greatest wear in actual work, Jf the cup be deep, and very 
great care be not taken in the manufacture, the le.ither is 
liable to tear at this point, or, if not actually torn, to suffer 
great deterioration, which, although it may be disguised and 
concealed by subsequent dexterous manipulation, never fails 
to show itself afterwards in an abnormally short life of the 
leather. There is no advantage whatever in making the cup 
more than i inch deep, and any greater depth than this is 
not merely useless, but, for the reason here pointed out, 
really undesirable as leading to injury to the packing at the 
very part at which the greatest soundness is required. 

The barrel in which the cup leather works should, if pos- 
sible, be lined with gun metal or brass. For medium and 
hij];h pressures it should invariably be so lined. The attempt 
to use leather packings under high pressures for pistons 
working in cast-iron barrels, unlined, always results in great 
annoyance and frequent delays from the rapid deterioration 
of the bore of the cylinder, and consequent constant failure 
of the packings, which are only durable when they have an 
absolutely smooth surface unaffected by corrosion to work 
against. In the case of thick cast-iron cylinders working 
at high pressures, owing, apparently, to the comparative 
porosity or looseness of texture of the interior surface of the 
casting forming the bore, which lias already been commented 
on, the friction of the leathers appears at times to tear away 
considerable portions of the internal surface, leaving rough 
places, which destroy the packings after a few passages over 
them. Steel castings are not free from this defect, and suffer 
occasionally even more than cast iron. 

These remarks do not, however, apply so strongly to cast- 
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iron rams, the external surface of which is generally very close 
in texture and capable of receiving a high polish, and can 
also be readily kept in good condition as regards polish and 
lubrication. Even in the case of rams, however, it has been 
found highly conducive to the durability of the leathers to 
case the lower part of the rams of hydraulic presses, for 
instance, with gun metal. The rams of hydraulic presses for 
baling Manchester goods, and for cotton pressing, are 
invariably so cased by first-class makers. 

The laws governing the friction of cup and similar leathers 
were investigated carefully by Mr Hick, of Bolton, and found 
to be in the main very simple. The author's own experience 
fully endorses Mr Hick's results, which may be stated in the 
following form : — 

Let P be the total load on a ram or piston, and D its 
diameter in inches. The whole friction of the packing of 
the ram or piston is — 

. 4P P 

^==iooD=-°^I)' 

the leather packing being in the condition as regards lubri- 
cation usually met with in practice, and the ram and cylinder 
in first-class condition as regards polish and soundness of 
surface. For instance, let the ram of a press be 10 inches 
diameter and the load be 100 tons, corresponding to a 
hydraulic pressure of 1.27 tons per square inch, then the 
friction of the packing will be — 

^ 4X 100 ^ o 

/= = .4 tons = 8 cwt. : 

100 X 10 

or - per cent, of the whole load. The friction in this case 
10 

is a very inconsiderable amount compared with the total 

load, but if the packing be small in diameter the percentage 

of the whole pressure absorbed by friction becomes very 

appreciable, and must be taken carefully into account when 
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designing apparatus involving the use of pistons or plungers 
packed with leather for determining the intensity of hydraulic 
pressures. 

For instance, if the packing be \ inch in diameter, the 
percentage of the whole load absorbed by the friction of the 
packing will be — 

4-7-^= i6 per cent., 

which is a very notable amount. 




Figs. 34 and 35. 



It will be observed that the above remarks as to the 
friction and wear and tear of leather packings apply equally 
to all leather packings of the cup type, and not merely to 
cups, but also to hat and U packings. 

The action of the hat packing (Figs. 34 and 35) and U 
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packing (Figs. 36 and 37) is, indeed, identical with that of 
the cup packing proper. The point of greatest wear and the 
method of calculating the friction are the same for all three 
kinds of packing. The tools used in and mode of manu- 
facture are, however, different, for neither the hat packing 
nor the U can be made in so simple a manner. Figs. 38 




Figs. 36 and ^7. 



and 39 illustrate the formation of the hat packing from a 
circular disc of leather. The packing is finished by cutting 
out the central disc and chamfering the edge to an angle of 

45°. 

The pressure employed in forcing the leather into the 
die may be supplied by means of a central screw and nut, 
as previously described for the ordinary cup packing (p. 69). 
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In this case, of course, a small hole must be first cut in the 
disc of leather for the central screw to pass through. This 
hole must in any case be small, otherwise it will be found 
impossible to make a satisfactory packing on account of the 
tearing and distorting of the leather. If screw clamps, or a 
small screw, or hydraulic press be employed, however, the 
central hole may be dispensed with. These remarks apply 
equally to the manufacture of U leathers, which indeed are 
frequently made by means of the press in which they are 
subsequently to be used. 

The dies used in the production of U leathers are illus- 
trated by Figs. 40 and 41. 



^^^W^-v^«^^^Sg-Si®B^ 



Fig. 38- 




Fig. 39. 



The pressing is effected in two stages ; first the leather 
is pressed into a cup shape (see Fig. 40) ; and at a second 
operation (Fig. 41) the cup is pressed into a hat shape, with 
a U-shaped rim, part of the rim of the original cup going to 
form the internal rim of the U, as will be readily understood 
from the figures. The central disc is then cut out and the 
edges chamfered to an angle of 45", as in the case of the 
hat packing. 

The discs of leather used in the manufacture of leather 
packings are very readily and rapidly cut out of the hide by 
means of a knife-cutter fitted to the end of an ordinary hand- 
drill, and adjustable to any radius by a set screw, the discs 
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cut out of the centre of large packings being, of course, used 
for smaller packings. 

The formula which we have already given for the friction 
of cup, U and hat packings, viz., 

r P 

/=.o4j3 

where/ is the friction of the leather packing, P the whole 
load on the ram or piston, and D its diameter in inches, may 
be conveniently thrown into a form in which the friction is 
given as a function of the hydraulic pressure per square inch 
and diameter of the packing. For \{ p be the pressure per 
square inch — 

p =/D2 X .7854 ; and hence 
/=.o4 X .7854 x/D = .o3i4 X D/. 




Fig. 40. 




Fig. 41. 



In this form the formula is applicable to packings used for 
other purposes than maintaining rams or pistons light, the 
pressure per square inch and diameter of the packing alone 
being required to be known. 

From the foregoing brief description of the method of work- 
ing leather hydraulic packings, the truth of our remarks as 
to the inadvisahility of employing an unnecessarily deep 
packing will be sufficiently apparent, especially as regards 
U packings. Fig. 42 illustrates the proportions to be recom- 
mended for ordinary U packings, which will indeed be found 
ample for all purposes. The internal diameter of a U pack- 
ing should be about ^^ inch less than that of the ram which 
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passes through it, and the external diameter about j^ inch 
greater than the recess or cylinder in which it fits, the 
diameter being measured at a and b. This will ensure the 
tightness of the packing when first inserted. For large 




Fig. 42. 



packings a somewhat greater margin may be allowed. It is 
always best to fit the mouths of cylinders in which U leathers 
are used with glands (Fig. 43), the mouth of the ram being 
well rounded, so that the leather can be put in place without 
any injury to its shape or edges. The ends of rams should 




Fig. 43- 



Fig. 44. 



similarly be well rounded or tapered for a distance of say 
half an inch, with the same object. 

For many purposes it is, however, sufficient to simply turn 
a groove in the mouth of the cylinder to receive the packing, 
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as in Fig. 44. The leather, if of large diameter, is easily 
inserted in the groove by first doubling it into the shape 
illustrated by Fig. 45, but, if small, practice and care are 
necessary to avoid injury to the leather. A small leather 
is usually inserted by first suppling it by letting oil stand in 
the rim a short time, if the leather be at all harsh ; it is then 
pushed into the groove as far as it can be got to go, leaving 
as little remaining out of the groove as possible, and a blow 
or two from a piece of wood struck by a hammer will then 
usually suffice to put it in the shape illustrated by Fig. 46, 
and another blow at h will drive it neatly into the groove. 




fig. 45- 




Fig. 46. 



It is, however, better practice to fit the mouth of the 
cylinder with a gland. The studs securing the gland should 
not be subjected to a test stress exceeding 5 tons per square 
inch, if of wrought iron, and if this maximum be not ex- 
ceeded, a sufficient margin of strength will be provided to 
compensate for extra stresses due to unequal tightening of 
the nuts. The thickness of the flange of the gland, if of 
cast iron, may be i J times the diameter of the studs, and 
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the width of the flange three times the diameter of a stud. 
The projecting portions of the gland should be ij times the 
stud in length. 

If/ be the hydraulic test pressure per square inch, d the 
diameter of the ram, and c the width of the packing, the 
whole stress on the studs due to the hydraulic pressure is — 

(^+r)^7r/ = 3,1416 (^+r)/r. 

Hence if // be the number of studs, and d^ the diameter of a 
stud at the bottom of a thread, the stress on the studs per 
square inch is — 

which, as before stated, should not exceed 5 tons, or about 
IT, 200 lbs. 

We have recommended % inch as the most suitable dimen- 
sions for r, but if circumstances render it advisable to reduce 
the space occupied by the packing to minimum limits, c may 
be diminished to ^^ inch without very greatly subtracting 
from the efficiency of the packing. 

There is a difference of practice among manufacturers of 
hydraulic packing leathers, some preferring to use the grain 
and some the skin side of the hide for the wearing surface. 
The latter plan makes the neatest leather in appearance, and 
is generally to be recommended. 

Hemp Packing.— The first cost of leather hydraulic 
packings is comparatively high, and if the surfaces against 
which they work are not carefully looked after, and maintained 
in a state of perfect polish and well lubricated, the packings 
will deteriorate rapidly and become no inconsiderable portion 
of the expense of maintenance of a hydraulic plant. For 
these reasons hemp packings, which are water-tightened by 
strong mechanical compression by means of a stuffing box and 
gland, are used by many engineers wherever possible ; since 
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the first cost of the hemp packing is comparatively incon- 
siderable, while at the same lime the packing can be renewed 
more rapidly and with less loss of time. If the rod or 
plunger which is to be packed is heated, as is necessarily 
the case with some types of steam pumps, leather packings 
are altogether inadmissible, and hemp, asbestos, or some 
similar packing must be used. 

On the other hand, the friction of the mechanically com- 
pressed hemp packing is far greater than that of the self- 
acting leather packing ; also, if the hydraulic pressure for 
which the packing is used be high (and hemp packing, 
contrary to the opinion of many, may be employed success- 
fully for very high pressures, such as 3 tons or more per 
square inch), there is considerable risk of scoring the surfaces 
of the ram and plungers in actual work, owing to the neces- 
sarily intense pressure with which the packing must be forced 
against the sliding surface in order to secure water-tightness. 
A further objection to hemp packing is that the packing 
must be compressed with sufficient force to ensure its 
being tight under the highest pressure at which the 
machine in which it is used is intended to work ; hence, 
although the machine may be frequently working under a 
comparatively low pressure, the friction of the packing is 
always that due to the higher pressure, and may amount to 
a very large percentage of the whole work done by the 
machine, whereas, if leather packings be used, since the 
pressure on the packing varies directly with the work which 
the machine is performing, the percentage of power absorbed 
by the friction of the packings is, within certain limits, prac- 
tically constant. 

It must be left, then, to the judgment of the engineer 
to decide which description of packing shall be employed in 
any given case, each type having its own special advantages 
and defects, which must be duly weighed and taken into 
consideration before arriving at a decision. The friction of 
hemp packings cannot be so definitely determined by ex- 

F 
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periment for any given conditions of use as that of leather 
hydraulic packings. We have not merely to consider the 
intensity of the hydraulic pressure employed, as in the case 
of leathers, but the depth of the stuffing boxes and diameter 
of the packing surfiice, as also the degree of pressure applied 
by means of the stuffing box gland. Under ihe same degree 
of compression there is no doubt that a deep stuffing box will 
produce more frictional resistance than a short one ; but, on 
the other hand, the deep stuffing box will not require so in- 
tense a compression as the short one, and hence in actual 
practice the friction of the short stuffing box may exceed that 
of the long one, if the packing is to be water-tight under a 
given maximum pressure. It is, however, very desirable in 
practice to have a simple formula by which to determine the 
probable maximum friction of a hemp packing under given 
conditions. If the packing be screwed up judiciously, and 
the stuffing box of fair proportions, the formula may take 
the form of cpd=f^ where r is a constant, to be determined 
by experiment within assigned limits as to pressure and 
diameter, / the hydraulic pressure (maximum) per square 
inch, ^the diameter of the ram or rod in inches, and /the 
total amount of the friction. For many purposes it is suffi- 
cient to take /as equal to one-tenth the pressure per square 

inch, multiplied by the diameter of the ram, or/= — , and 

lO 

the friction of a hemp packing judiciously used will rarely 
exceed this amount within very wide limits of pressure and 
diameter. 

A very simple method of ascertaining the approximate 
friction of a ram packing is available when the ram can be 
loaded and fixed so as to rise and fall vertically. Let the 
ram be loaded, perfectly centrally, with any weight, the 
amount of which need not be exactly ascertained, and let 
the pressure per square inch required to raise the ram at 
the lowest speed be ascertained by means of an accurate 
pressure gauge communicating directly with the cylinder, 
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and let the pressure be P^. Next let the pressure in the 
cylinder be similarly ascertained when the ram is descend- 
ing as slowly as possible, and let the pressure be Po. It is 
very important that the motion of the ram should be exceed- 
ingly slow during the experiment. Then the friction of the 

P -P 

packing will be approximately -^ — ^ x area of ram in 

2 

square inches. 

It is most necessary in carrying out such an experiment 
as this, however, to test the accuracy of the pressure gauge 
employed, since the ordinary commercial pressure gauge 
is frequently grossly inaccurate, and in the case of high 
hydraulic pressures as a general rule absolutely unreliable. 

The following table gives suitable dimensions of the pack- 
ing space for stuffing boxes of various diameters : — 



Diameter 


Diameter 
of 


1 

Depth of 


Diameter 


Diameter 

of 

Stuffing 

Box. 


Depth of 


of 
Ram. 


Stuffing 

Box 
Inside. 


Stuffing 
Box. 


of 
Ram. 


Stuffing 
Box. 


Inches. 


Inches. 


Inches. 


Inches. 


Inches. 


Inches. 


I 


15 


2 


12 


I4i 


6h 


2 


2| 


3 


14 


l6i 


7 


3 


4k 


3i 


16 


i8i 


1 


4 


Si 


4 


18 


20} 


7% 


5 


6J 


4h 1 


20 


22I 


H 


6 


71 


4i 


22 


25 


U 


7 


8* 


51 i 


24 


27i 


9 


8 


9J 


54 


26 


29* 


9l 


9 


II 


Si i 


28 


3ii 


94 


10 


I2| 


6 ' 


30 


33i 


10 



The dimensions of the gland studs for stuffing boxes 
should be proportioned in a similar manner to those for 
the glands for U leathers, but with a larger margin of 
strength. 
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Let, as before, n be the number of studs or bolts- 



(d^ the diameter of a stud at the bottom of the 
thread. 
D the diameter of the ram or rod. 
IDj the internal diameter of the stuffing box. 
P the maximum pressure in pounds per square 
inch. 



Then d^ should not be less than 

(Dj - D) (Di + 1)) P 
5000 X n 

The thickness of the flange of the gland should not be 
less than i J times the external diameter of the stud, and its 
width may be three times the diameter of a stud for cast 
iron. 

P in the above formula is to be taken as the maximum 
working pressure, or one-half the test pressure, the larger 
of the two values being selected ; that is, if the maximum 
working pressure be greater than half the test pressure, P 
must be taken equal to the working pressure ; but if half 
the test pressure be greater than the maximum working 
pressure, then P should be taken equal to half the test 
pressure. 

Table IV. gives the efficiencies of rams or rods, working 
with leather or hemp packing. It has been calculated from 
the preceding rules, and will be found to agree with practice, 
providing the stuffing box is of fair proportions, and the ram 
or rod polished and lubricated. 

Let P = gross power of ram = area of ram multiplied by 
pressure per square inch. 
„ Pi = nett power of ram. 
„ ^= coefficient, taken from table. 
Then Pi = ^P. 
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Table IV. 

Coefficients of Ram Efficiencies for Hemp or 
Leather Packing. 



Diameter ^^^^ ^ 


eather 


Diameter c. 

of ^' 

Ram. ' 


uffing 


Leather 


of 1 
Ram. ^ 


«ox. Pa 


eking. 


Sox. 


Packing. 


1 
Inches. | 






Inches. 






tV 




36 


34 


96 


.98 


A 




57 


3i 


06 


.98 


i 


... 


68 


4 


96 


.99 


t"« 




78 


44 


97 


.99 


i 


49 


84 


5 


97 


•99 


A 


59 


87 


5^ 


97 


.99 


S 


66 


89 1 


6 


97 


.99 


/. 


70 


90 


6.i 


^ 


•99 


i 


74 


92 


7 


98 


.99 


A 


77 


92 


7i 


98 


.99 


i 


79 


93 


8 


98 


.99 


H 


81 


94 


84 


.98 


.99 




83 


94 


9 


98 


.99 


1 I 


85 


95 


94 


98 


.99 


I ' 


87 


96 


10 


98 


•99 


I* 1 


88 


96 


11 


98 


.99 


'J 1 


89 


96 


12 


98 


.99 


ig ' 


90 


97 


13 


99 


.99 


»i 1 


91 


97 


14 


99 


.99 


i^ 


92 


97 


15 


99 


.99 


;i 


92 


97 


16 


99 


.99 


93 


97 


18 


99 


.99 


2 


93 


98 


20 


99 


.99 


2i 


94 


98 


22 


99 


.99 


2i 1 


94 


98 


24 


99 


•99 


2i 1 


95 


98 


26 


99 


.99 


3 


95 


98 


28 


99 


.99 


3i 

1 


96 


98 


30 


99 


.99 



CHAPTER VII. 

PIPE JOINTS. 

In our last chapter we described the usual methods of 
making the joints between sliding surfaces water-tight by 
means of animal and vegetable packings, in a self-acting 
manner or by forcible mechanical compression of the 
packing material by means of glands or bolts, or their 
e(iuivalents. In the present article we propose to treat 
similarly of the various methods of making the joints be- 
tween surfaces, fixed with reference to each other, water- 
tight. The joints between such surfaces are made either 
by placing between them suitable sheets or rings of canvas, 
lead, copper, leather, indiarubber, guttapercha, paper, and 
various other material, and forcing them tightly together by 
means of bolts and nuts, or their mechanical equivalents ; 
or by using U or similar self-acting packings. In designing 
such a joint we have principally to consider the stress which 
must be brought upon the metal of the bolts and nuts in 
order to ensure water-tightness under a given pressure, and 
the dimensions which it is advisable to give the flanges, in 
practice, in order that they may be of adecjuate strength to 
resist the stress thus brought upon them. The stress upon 
the bolts, considered as a simple tensile stress, consists of 
two parts in general — one due solely to the hydraulic pres- 
sure on the surface exposed to it, which may be exactly 
calculated when the extent of that surface is known, and the 
pressure per unit of area to which it is subject ; and another 
part due to the elastic reaction of the surfaces themselves 
and that of the joint material between thchi. 

To make this clear, we will consider a joint such as that 
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illustrated by Fig. 47, in which n may be a valve chest, for 
instance, and a its cover; the joint being made by truly 
facing the surfaces, painting them, inserting a sheet of brown 
paper say between them, and then drawing them forcibly 
together by screwing up the nuts and bolts which pass 
through the flanges. If the nuts be screwed up when pres- 
sure is not admitted to the valve chest b, a complicated 
stress is brought upon the metal of the bolts— mainly a 
longitudinal tension, but complicated by torsional stress due 
to the inclination of the helix of the screw-thread and the 
friction between the thread and nut brought into play by the 
twisting action of the Fpanner, and complicated in addition 




Fig. 47. 

by possible bending stresses due to inequality or unequal 
yielding of the joint surfaces and flanges. For true surfaces 
and faced nuts, we may, however, treat the stress in practice 
as a simple tension. Let L be the length of the spanner 
used in inches, and F the force in pounds applied at its end 
by the workman in screwing up ; then for ordinary bolts, 
having Whitworth threads, the total stress in tension on the 
metal of the bolt may be fairly taken at an average value of 

r= _r m pounds, 



where T is the whole stress on the bolt in pounds, con- 
sidered as tensile, and d is the diameter of the bolt over the 



88 HYDRAULIC TOWER ENGINEERING. 

thread in inches, the stress on the bolt per square inch at 
the bottom of the thread may, of course, be found by 
dividing T by the area of the section at the bottom of the 
thread. 

If now water be admitted to the valve box n, at a pres- 
sure of p pounds per square inch, and S be the surface of 
the cover a exposed to the pressure in square inches, the 
whole upward pressure on the cover a will be /S in pounds, 
and this pressure may be transmitted to the bolts practically 
undiminished or increased, in addition to the stress T due 
to the screwing up, making the whole load on the bolts 

,„ ^ 6FL« ^ 
= «T+/S= ^ +/S, 

where n is the number of bolts. 

We say may be so transmitted advisedly, as the determina- 
tion of the exact amount which will be added to the initial 
stress on the bolts in every particular case is highly complex, 
and indeed hopeless from an engineer's point of view, in 
very many cases depending, as it does, on the extensibility 
or compressibility of the various parts forming the joint. 
In practice we need not, however, enter into such an in- 
vestigation ; it is sufficient for our purpose to know that the 
whole load on the bolts of the joint is not likely to exceed 
the amount stated, viz., 

6FL« ^ 
d +/S; 

so that if the effective area of the bolt section be pro- 
portioned to sustain this load safely, the error, if any, will 
be in general on the side of safety. 

It is to be remarked that of the two parts of the expression 
for the whole load on the bolls, the one part, />S, is usually 
determinable with fair accuracy, whereas the other part, 

6FL« 

, -, can only be fixed by estimation. In fixing the 

value to be assigned in any particular case to this latter 
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part, we may take a step towards a simplification of the 
expression hy assuming that L bears a definite relation to 
d. For instance, let L, = mxd; then the load on the bolts 
will be 

6/7/F«+/S = say W. 

Table V has been calculated from this formula, assuming 
///= 16, and F = 5o lbs. for a i-inch bolt and= 100 lbs. for 
a 2 -inch bolt, and of proportionate values for intermediate 
diameters. The figures in the third column represent the 
maximum test load for good wrought-iron ♦bolts, and are 
calculated on the basis of a maximum gross stress on the 
bolt, amounting at the bottom of the thread to about 
24,000 lbs. per square inch. The figures in the fourth 
column represent the test load, if an allowance be made for 
the unequal distribution of stress among the bolts corre- 
sponding to a reduction of 25 per cent, in the effective 
strength of the joint. 

Table V. 

Maximum Loading for Wrouout-Iron Bolts. 



I Diameter 
of Bolt. 


Stress due to 
Screwing up = 6/«F. 


Maximum Net Test 
Load=>V' 


Net Test 
Load='*^^ 




lbs. 


lbs. 


lbs. 


7 
1 I 

u 

I •* 


3,600 
4,200 

4,8co 

5,400 
6,000 
6,600 


3,648 

5,844 

8,502 

11,256 

15,582 

20,oS8 


2,736 
4,383 
6,376 
8,442 
ii,6S6 
15,066 


u 


7,200 


24,000 


18,000 


2 


8,400 

9,Coo 


33,360 
46,080 


25,020 
34,560 



s,+s 
s 



2.31 

1.96 

1-75 

1.64 

1. 51 

1.44, 

1.4 

1.34 

1.28 



The test loads given in the third column may be adopted 
when there is a reasonable certainty of the bolts being 
screwed up so as each to take an equal share of the whole 
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load ; but in general it will be more judicious to limit the 
test load to the amount given in the fourih column. 

Besides being of sufficient strength to resist the maximum 
load which can be brought on them in or J nary work, the 
bolts of a joint must also be capable of binding the joint 
surfaces together with sufficient force to ensure its water- 
tightness. It is to be observed, however, in this connection, 
that the water-tightness of a joint does not depend wholly 
on its forcible compression by means of the bolts and nuts. 
In the case of a paint joint the adhesion of the paint to the 
surfaces assists" in preventing the passage of water, and in 
the case of a properly formed guttapercha or leather joint 
the internal water pressure, acting on the more or less 
yielding joint packing, assists in rendering the joint water- 
tight. The initial screwing up of the bolts must, however, 
put a sufficient pressure on the joint surfaces to bring into 
play and supplement these assistant actions. It may be 
taken as a good empirical rule that the pressure on the joint 
surfaces due to the screwing up of the bolts should be at 
least equal in intensity per square inch of joint surface to the 
hydraulic pressure under which the joint is required to be 
water-tight. This may be expressed symbolically in the 
form 

if Sj be the whole area of the joint. Hence there is a 
certain limiting relation between the area of the joint 
surface and that of the surface exposed to water pressure 
for each diameter of bolt. If the limiting relation be ex- 
ceeded, it will not be practicable for a workman, using an 
ordinary length of spanner and exerting an ordinary amount 
of pressure on the end of the spanner, to bring the surfaces 
together with sufficient force to ensure the water-tightness 
of the joint. The limiting ratio of Sj to S is obviously, with 
the data assumed in Table V., equal to the number in the 
second column divided bv the number in the fourth. The 
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corresponding ratio of the \yhole surface to the outside of 

the joint to the surface exposed to pressure inside the joint 

S +S 
or -^^^— is given in column 5 of Table V. 

Joints such as those illustrated by Fig. 47 are, however, 
suitable only for low pressures. For medium and high 
pressures it is necessary to confine the joint material when 
used in grooves or recesses, in order that the internal pres- 
sure may be prevented from forcing it out, and also to take 
advantage of the effect of that pressure in adding to the 




Fig. 48. 



water-tightness of the joint in the manner to which we have 
already alluded. The principles and data which we have 
exhibited above will still, however, be applicable, as will be 
readily understood, and may be directly applied to determine 
ihe necessary number and dimensions of the bolts. 

As a first illustration, we will take the well-known double- 
lugged Armstrong pipe joint (Fig. 48), so largely used for 
medium pressures of 500 lbs. to 800 lbs. per square inch. 

In this joint a recess about ^ inch wide is turned in the 
end of one pipe and a corresponding projection on the end 
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of the next length, which enters the recess, forming a space 
dovetailed in section, in which a guttapercha ring I inch in 
diameter is placed. The flanges are drawn together and 
the guttapercha ring compressed by means of two stout bolts 
passing through lugs cast on the pipes, as clearly shown in 
the figure. If D be the inside diameter of the pipe in 
inches, we have, in this case — 

4 

4 
Hence S + Si^(I)+i)2 

Let the test pressure of the pipes, when laid, be taken at 
i,6oo lbs. per square inch, then— 

Q i6oo X D2 - 
P^= ^ = 628D2 

// 2 

Hence, referring to Table V., for values of — , we find 

|-inch bolts will suffice for pipes not exceeding a/ >- «" 

V 628 

in. diameter = 2.09 inches. The corresponding value of 

— L- — =-— J— 5 — -/ =2.19. Hence the tabular value, viz., 
S (2.09)- 

2.31, is not exceeded, and there should be no difficulty in 

making the joint by an ordinary amount of screwing up. 

Similarly, 2 -inch bolts will suffice for pipes not exceeding 

^"^^ in. diameter, or 7.42 inches. For pipes of this 



62S 



diameter -^ ^ [ ) "^ ^'^9i ^^^ the tabular value, viz., 

S \7-42/ 

1.28, is slightly exceeded, a result which may be taken as 

indicating 7 or 8 inches as about the limit beyond which 
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it is not desirable to employ so small a number as two bolts 
to make the joint. Proceeding as above, we find — 

|-in. bolts suitable for pipes not exceeding 2.09 in. diameter. 



I 

2 



2.64 
3.19 
3.67 
4.31 

5-35 
6.31 
7.42 



The lugs may be made if times the diameter of the bolt 
in thickness, or a little more — a usual practice in the case of 
5-inch pipes, for instance, 
being to make the pipes 
1 inch thick in the barrel, 
the bolts I J inches dia- 
meter, and the lugs 2^ 
inches thick. The test 
pressure for such pipes 
before being laid is 
usually 2,500 lbs. per 
square inch, or some- 
what in excess of that 
given in Table II., in 
which the test pressure 
for a pipe 5 inches dia- 
meter and I inch thick 
is given as i ton per 
square inch. 

Fig. 49 illustrates a 
form of joint similar to 
the Armstrong pipe joint, 

but in which a flat strip of guttapercha is employed 
instead of a round one as a jointing material, or in 
place of guttapercha a leather annulus may be used. The 
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packing ring is here completely enclosed in a recess, and 
the joint may be used for the highest attainable pressures. 
The width of the groove need not exceed | inch in any case, 
and may, where desirable, be even less : and its depth may 
be \ inch. 

If D be the diameter of the pipe, the outer diameter of 
the groove may be D + i^ inches, and its inner diameter 
D + J inch. 

Swill then be = (0 + ^)2-^, and 
S4S, will be = (0 + 11)2"^ 



Hence S-^S^ 
S 



VD-fi/ V4Df2/ ' 
and the test stress on each bolt is — 

(2D+i)2 . ^ 

n being the number of bolts, and fi the test pressure in 
pounds per square inch, as above. 

In the case of this description of joint it will not be profit- 
able to employ large diameters of bolts for pipes of small 
diameters, for the reason that if a sufficient number of bolts 
be employed to enable a workman with an ordinary length 
of spanner and ordinary exertion to screw up the joint suffi- 
ciently tight to prevent leakage, large bolts, in the case of 
small pipes, will have an excess of strength to resist the 
additional stress brought on them by the water pressure. 
The limiting diameter of pipe for which a particular size of 
bolt is suitable will be found by equating 



S + S^ 



\4D + 2/ 



for this particular form of joint to the corresponding value 
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in column 5 of Table V., and hence determining D. Pro- 
ceeding in this manner, we find that — 

i-in. bolts should not be used for pipes of less than 1.375 in. diam. 

I a 



2 



2.17 

2.78 

325 
3.6 
4.25 
5.22 



The thickness of the flanges of pipes of the type illustrated 
by Fig. 49 is more properly a function of the diameter and 
pitch of the bolts than of the thickness of the pipe metal. 
The following is a rule which may be used with advantage 
to determine the proper thickness of the flange. Let d^ be 
the diameter of the bolts in eighths of an inch, and c the 
pitch or distance between the centres of two adjacent bolts, 
measured along the arc of the circle of bolt centres in inches, 
then the thickness of the flange should not be less than 



wm 



the width of the flange (dimension a, in Fig. 49) being 
equal to 

4 

Hence we obtain the dimensions tabulated in Table VI. for 
joints of the type illustrated by Fig. 49. 

If the thickness of flange, as given by the table, for any 
particular case be less than the thickness of the barrel or 
body of the pipes, the thickness of the flange should be 
made greater than that given in the table, or say not less 
than the thickness of the pipe. 
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Table VI. 
Dimensions of Circular Flanges of Cast-Iron Pipes with 

TONGUED AND GROOVED JOINTS. 





Width 


of 
Bolts. 


of 

Flange 

A. 


In. 


In. 


^ 


2i 


I 


2i 


I 


2i 


Ih 


3 


n 


ii 


in 


a 


14 


ji 


15 


4i 


2 


4* 



In. 
1. 16 
'43 
1.7 

2 



Thickness of Flangb in Inches. 



Pitch ok Bolts in Inches. 



I 



3 4 5 6 7,8 912 



In. 
I 

1.23 
1.48 

1-73 I 
2.01 

2.3 ' 



In. 

•9 

I. II 

1.33 

'•55 
1.8 , 
2.05 

2.33 
2.88 



In. 



In. 



.82 


.76 








1. 01 


•94 


.88 




... 


1. 21 


1. 12 


1.05 


I 


... 


1.42 


1. 31 


1.23 


1. 16 


I 


I.6S 


1.52 


1.42 


1.35 


1.16 


1.88 


i'73 


1.63 


1. 53 


i'S3 


2.13 


1.97 


1.84 


1.73 


i-.S 


2.63 


2.43 


2.27 


2.15 


1.86 


3- '7 


2.94 


2.74 


2-59 


2.24 



The strength of flat cover plates is open to considerable 
doubt, but the following formulae give results which are 
found efficient in practice — 



^z* 



/=W/x.i, 



in which d is the distance between the centres of bolt holes 
in inches, / thickness of plate in inches, /the stress in tons 
per square inch to which the metal is to be stressed, W is the 
total load on the cover in tons, and / the inside diameter of 
the spigot. 

According to the above rule, the cover for a 6-inch cylin- 
der of a hotel lift working at 750 lbs. per square inch requires 
to be about 2 inches thick — 
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b= 10.5",/=. 9 ton (from Table I.), W = 12.6 tons, /= 7". 

^ X .9= 12.6 X 7 X.I. 

6 

^■-=-5-S 

By Grashof s rule — 

V 

where r is the radius in inches, and / the pressure per 
square inch in tons, so that 

.., 2 12.2 X .t 

/= ^/^ = i.7". 

Flat cylinder ends are only suitable for very small sizes 
and low pressures, owing to their great thickness for mode- 
rate strength. For large cylinder covers the dished form is 
generally employed and shown in Fig. 16 {anie) and Fig. 
50. When there is a joint, as in Fig. 50, the rise V should 
be about one quarter the diameter, and the thickness of 
the cover the same as the sides of a cylinder of diameter /. 
The cover and cylinder will then have about equal strength. 
The question of bolts has been already dealt with. 

Fig. 51 illustrates the old method of joint for a long 
hydraulic main, while the more modern method adopted by 
the London Hydraulic Power Company is shown in side 
elevation and section in Fig. 52. The joints are of the 
spigot and faucet type, turned up with a V groove, in which 
is inserted an indiarubber or guttapercha ring. The pipes 
are made in about 9-foot lengths, and are held together by 
the bolts passing through the lugs at the end of each length. 
In the old form of pipes the face of the lugs was nearly 
flush with the end of the pipe ; but in this new form shown 
in Fig. 5 2 the lugs are set back some distance from the end, 

. c 
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an improvement which has been found to increase the 
strength some 35 per cent., very few failures of lugs having 
occurred since this form was introduced by the Company, 




Fig. 50- 



whereas with the old type of lugs failures were not un- 
common. Fig. 53 is a full size section of the rubber ring 
when compressed in the V groove. 
Fig. 54 illustrates the ordinary socket and spigot joint 
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used in long mains, in which the pressure does not exceed 
250 lbs. per square inch. After placing the spigot end of 
one length in the socket end of another, and ramming into 




Fig. 51- 

the bottom of the socket some greased hemp, the joint is 
made by pouring in molten lead. The lead by running 
into the groove a round the inside of the socket prevents 
the pressure from forcing the plug of lead out. If the main 
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Fig- 52. 

is intended for a permanency, the socket may be filled with 
a rust joint cement in place of lead. A good joint compo- 
sition is as follows:— 2 parts by weight of sal-ammoniac, 
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I part flour of sulphur, 200 parts iron borings ; the whole 
made to a paste with water. This mixture makes a lasting 
cement, although a slowly setting one, and is one not to be 
used when the pipe is required for immediate service. 




yig' 53- 

The drawback to a rust-joint is that the pipes must be 
broken if any alteration to the main is required, as the 
cement sets harder than cast iron, if properly made, whereas 
with a joint made with lead the lead can be cut out if the 
joint is to be broken. In socket and spigot jointed mains 
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it is a good practice to put flange joints every 100 or 150 
feet run for the convenience of alterations or repairs. 

When a pipe main is laid on the surface of the ground, 
exposed to the varying temperature between day and night, 
expansion joints (Fig. 55) are sometimes put in the main 
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at intervals of 400 to 500 feet to obviate the tendency to 
crack, and to prevent the creeping of the joints, which 
commonly causes leaks. 

The expansion joint shown in Fig. 55 is formed by turn- 
ing the spigot end of one length of pipe to work through a 
bored gland and stuffing box cast on the socket end of 
another length of pipe. The gland and stuffing box are 
bushed with gun metal, and the gland packed with hemp in 
the usual way. In an exposed main it is necessary to anchor 
the stuffing box length of pipe firmly to a concrete or stone 
block to prevent its tendency to creep. Especially is this 
necessary if the main is on an incline instead of lying 
horizontally, for gravity will then assist the creep of the 
pipe down the incline. 
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Fig. 55. 



An exposed main of cast-iron piping, some 500 feet long, 
will vary on the average i inch in its length between mid- 
day and midnight in the summer season ; but this amount 
of expansion will be reduced to about .3 inch if a stream of 
cold water be kept rapidly and continuously running through 
the pipe. 

It is not always possible or convenient to arrange cast- 
iron mains or conduits for conveying the hydraulic pressure, 
in which case it is desirable to be able to attach, at any re- 
quired position upon the pipe employed, a m.eans of connect- 
ing one portion with another, or of attaching a branch to the 
main supply. 
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Pipes of wrought iron, steel, or copper, under 3 inches 
diameter, may be very readily jointed together for low pres- 
sure by means of a right and left hand screw coupling socket 
nut, which draws the ends together into metallic contact ; 
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the end of one pipe being turned truly flat, and the other to 
a truly sharp edge, as shown in Fig. 56. The objection to 
this mode of coupling arises from the difficulty experienced 
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in releasing the pipes, it being impossible to undo the joints 
unless the pipes have room to separate when the nut is un- 
screwed, which, in many cases, would be quite impracticable. 
A similar mode of jointing is shown in Fig. 57, in which a 
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rubber ring is inserted to make the joint, but of course the 
same objection applies in this case as to the former joint. 

The more common, although more costly, method of 
jointing pipes is illustrated at Fig. 58. 




Fig. 58. 

The end of one pipe is screwed to receive a collar a, and 
before this collar is placed upon the screwed portion a nut 
B is passed over the pipe, so 
that the nut is then made, 
as it were, a part of the pipe. 
The end of the junction 
piece, or T-piece, is also 
similarly screwed, and a 
leather washer is inserted 
between the ends, as shown. 
The connection of copper 
pipes is usually effected by the method illustrated at Fig. 59, 
the socket being brazed on to one and the flange brazed 
on to the other end, having first been screwed on their 
respective pipes. 
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Fig. 60. 




ft 



<S!«wsss5e*»^«^?^^^s>a^^e^^ 



g^^ 



^^g^^^^^^^^i^ 



Fig. 61. 
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With the application of hydraulic power to cranes, rivet- 
ing machinery, etc., swiveUing or turning joints for the 
walking pipes are a necessity. Fig. 60 illustrates a gun- 




Fig. 62. 

metal right-angle swivelling connection for a pressure of not 
more than 700 or 800 lbs. per square inch. It consists of 
a flanged pipe a turning easily in the elbow piece b, having 
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the stuffing box c enlarged so that the ring d may seat on 
the shoulder and relieve the flange of the pipe a from any 
pressure consequent upon screwing down the gland e. Fig. 
6 1 shows the same kind of swivelling connection, hut having 
a hat leather packing in place of a stuffing box. Both these 
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types answer well, but have the one drawback of the pres- 
sure acting on the sectional area of the pipe thickness and 
forcing the flange of the pipe a against the ring d to an 
extent which prevents this form of connection being used 
for higher pressures than above stated. To obviate this the 
joint shown in Fig. 62 is adapted, in which the swivelling 
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piece A is packed by two U leathers n, which are kept apart 
by the brass ring c, this ring being drilled with holes for the 
passage of the water. The leathers are secured in their 
position on the pin d by means of the washer e and nut and 
cotter F. If due care is taken in its manufacture, this joint 
is thoroughly reliable, with pressures up to 1,600 lbs. per 
square inch, and lasts a long time before requiring renewal 
of the packing. Fig. 63 illustrates a similar connection, but 
with plain leather washers for packing in place of the U 
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leathers, as shown in Fig. 62. The swivelling piece a has a 
shallow stuffing box B at each end, for which the rings c c 
act as the glands, these glands being fitted with pegs so as 
to turn with the piece a, and they can be tightened up by 
means of the locking nut d. 

Fig. 64 shows a swivelling joint suitable for a pressure of 
3 to 4 tons per square inch, in which hat leather packings 
are employed. The hollow pin or pipe c has an enlarged 
end at b round which the joint a revolves, and is secured 
from sliding endways by the set collar e. Sometimes the 
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hollow pin or pipe c has the swell b made the whole width 
of the turning joint a, in which case two set collars are 
required, one at each side of the turning joint, and close to 
the gland nuts, to retain the joint a in position. This last 
arrangement has the advantage that it permits of the in- 
troduction of fresh leathers without disconnecting the 
pipe c. 
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CHAPTER VIII. 

CONTROLLING VALVES. 

Of all the auxiliary mechanism employed in hydraulic 
power works the valves are the most important, for on 
their efficient working depends the success of the under- 
taking. 

The design of valves for hydraulic machinery varies accord- 
ing to the purposes for which that machinery is intended, 
and the constant applications for patents in connection with 
hydraulic valves must be taken as evidence of the import- 
ance of the subject, and at the same time as a proof of the 
necessity for the special attention which is necessary in 
designing any hydraulic valve. 

In the present chapter it is intended to point out some 
of the leading features that go to make a successful working 
valve, and then to describe in detail some of the more 
common tyi)es of valves. 

Fig. 65 illustrates an ordinary form of stop valve for 
medium pressures consisting of a cast-iron body a, having 
lugs for connecting to the pressure pipes forming the 
hydraulic main, and provided with a cap secured to the valve 
body by the studs d. A hard gun-metal valve seat is screwed 
into the body at c, making a tight joint by means of the 
rubber ring. The cap has a tapped gun-metal bush d, in 
which works the screwed stalk of the gun-metal valve 
spindle e ; the bottom of the stuffing box has a gun-metal 
bush F, and a gland ring g presses upon the packing when 
the cap is screwed down. 

If H is the diameter of the bore in the bush, the valve 
seat of which is angled off at 45**, and the end of the 
valve spindle is level with the bottom of the mitre seat 
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when the valve is shut, then the required lift of the valve 
spindle E off its seat so as to have an annular space between 
it and its seat equal in area to the water passage h is .305H ; 
but in order to lessen the loss of head consequent upon the 




Fig. 65. 



flow of water through the valve the lift of the spindle e is 
made from .375H in large valves to .5H in small ones. 

For a similar reason the sectional area of the annular 
si>ace J round the spindle should not be less in width than 
.37SH. 

In general practice it is better to shut the valve against 
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the flow of water than with it, for the reason that the water 
pressure on the spindle causes all backlash in the screw-threads 
and other parts to be taken up before the closing of the valve. 
To prevent leakage, the pressure of the spindle e upon 
its mitre seat c per square inch of seat surface requires to be 
at least equal to the water pressure per square inch. Let H 
and Hj equal respectively the inner and outer diameter of the 
mitre turned on the valve seat, also let/ be the water pressure 
per square inch and P the least total pressure on the valve 
spindle k to ensure the water not leaking through, then 

p = Hi^ X /TT = Hi2 X .7854/. 
4 

We may now determine the size of a hand-wheel for, say, 
a i|-inch stop valve for 750 lbs. pressure per square inch. 
Let X equal the diameter of hand-wheel, and assume a man 
can exert a maximum turning effort of 1 20 lbs. on the rim 
of the hand-wheel. For a valve of this size the spindle E 
would be about i^- inches diameter, and the pitch of the 
i^-inch screw cut upon the stalk about 6 threads per inch. 
In this example there are four resistances to be overcome by 
the hand-wheel, viz,, P, the pressure ; the friction of the valve 
when turning on its seat at the instant of closing, which, 

taking .3 as the coefficient of friction, equals .3/ (Hj- - H^)- ; 

4 
the friction of the spindle in its stuffing box, which may be 
obtained from Table IV., thus (i - .93)P ; also the friction 
of the screw due to the pressure P, the coefficient of friction 
being in this case .15. 

For one revolution of the hand-wheel the work done 
amounts to 120 x :c x ir, which must balance the resistances : 

(••)pxr+ 

(2.).3/>(Hj^-H^)x^xirxx+ ,,^^^^^ 
4 ^ = i2oxArxx, 

(3-) (i-.93)Pxilx^ + 
(4.) .15PX i"x7r 

H 
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Solving this equaiion for x we get the above example, 8.5 
inches as the diameter of the hand-wheel. 

In large stop valves, from about 4 inches and upwards, 
it is found necessary to attach a balancing arrangement, 
otherwise one man would not be able to open or close 
them. 

Fig. 66 illustrates a similar stop valve to that shown by 
Fig. 65, but having its valve spindle packed by a leather lace 




Fig. 66. 



instead of the ordinary stuffing box. This method of pack- 
ing answers very well for valve spindles not more than i J 
inches diameter, but for diameters above ij inches the 
stuffing box form of packing should be adopted. 

Where a number of hydraulic tools are at work it is 
advisable to put in the main a safety valve, for the simul- 
taneous stopping of several tools will so suddenly check the 
falling accumulator as to augment the normal pressure to a 
dangerous extent unless it can find relief. The safety or 
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shock valve shown in Fig. 67 is designed for this purpose, 
and consists of an ordinary cast-iron T-piece, having flanges 
for bohing to the pipes forming the hydraulic main, the stalk 
of the tee piece being provided with a gun-metal mitre valve 
and seat, while the valve is loaded by a combined adjustable 
spring and dead-weight lever. The minimum pressure is 
put on by the spring by adjusting the height of the cross- 
head and locking the nuts, and the additional pressure above 




Fig. 67. 



Fig. 68. 



that of the accumulator is obtained by adjusting the position 
of the weight upon the lever. 

Fig. 68 illustrates a closed-up spring-loaded safety valve, 
of which the body is made entirely of gun metal with an 
overflow pipe at a. The point of suspension of the spring- 
loaded plate is above the plane upon which the spring bears 
to ensure stable equilibrium. This form of relief valve pre- 
vents any tampering with it after the spring is set to allow 
the valve to lift at a given pressure. 
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Although safety valves relieve the pipe of stress from ex- 
cess of pressure, they have the disadvantage of allowing the 
water that flows through the valve to run to waste. To 
obviate this the arrangement as illustrated by Fig. 69 is em- 
ployed, which is called a shock or 
relief valve, and consists of a closed- 
up spring-loaded small ram working 
through a stuffing box and gland in 
a cylinder having branches for con- 
necting to the pipes of the hydraulic 
main. The ram is loaded by the 
spring to the working pressure by 
the method shown in Fig. 68, and 
when the pressure through any cause 
rises above the normal the ram is 
raised, and thus the pipe is relieved 
of any excessive stress that would 
occur if there were no relief. The 
spring can be either cylindrical or of 
volute form, but in any case it must 
be sufficiently long to admit of a large 
deflection without much increase of 
pressure. The apparatus is practi- 
cally a small accumulator. 

The London Hydraulic Power 

Company place a shock valve on 

each side of every stop valve in 

their 6-inch pressure main, and in 

most hydraulic plants worked by an 

accumulator it is advisable to put a 

shock valve in the delivery main 

close to the accumulator. 

In most forms of hydraulic machinery worked by pressure 

energy that part of the mechanism which is acted upon 

directly by the water pressure consists in some form or other 

of a ram working in a cylinder rendered water-tight by means 




Fig. 69. 
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of a hemp or leather packing, such as the ram of a press or 
lift, and the function of the valve is to admit the water from 
the pressure pipe to the cylinder, and then to close the 
admission when the ram has run out sufficiently far, and 
finally to open the cylinder to exhaust so that the water within 
the cylinder may run to waste while the ram is returning in 




Fig. 70. 



most cases without hydraulic aid. The type of valve in 
common use for low-pressure lifts is shown in Fig. 70, and 
is termed a rack slide valve, a is the gun-metal valve sliding 
on a gun-metal face pinned to the cast-iron valve body. 
The valve is worked by a rack on its upper side engaging a 
pinion b, which is fast on the axle of the rope wheel f. An 
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endless rope engages this wheel, one end of which passes 
up through the cage or platform of the lift, c is the pressure 
inlet, E the branch for connection to the lift cylinder, d the 
outlet or exhaust, g the pressure port, always open, h the 
port leading to the cylinder, and k the exhaust port. The 
side of the port h opening to pressure is often cut in 
the shape of a large V, so that the closing of this port to 
pressure may be effected more gradually and thereby reduce 
the chance of any shock. The valve is shown in the posi- 
tion when the cylinder is fully open to exhaust, and on pulling 
the rope so as to move the valve a to the right, the exhaust 
is closed, in which position the valve face should lap at 
least i inch over each side of the port h to ensure no leak- 
ing. Upon moving the valve further to the right it uncovers 
the port H to pressure. This form of valve is particularly 
convenient for any kind of hydraulic lift or crane, as the rope 
working the valve can be led away in any direction. 

Sometimes small shock valves are inserted in the slide 
valve body, but for low pressures the general practice is to 
put an air vessel between the valve and the cylinder to reduce 
the effect of shock. The rack slide valve is seldom used for 
larger inlets than 3 J to 4 inches, as the friction of the valve 
on its face is then more than can conveniently be overcome 
by one man, and the type of valve shown by Fig. 7 1 is then 
generally adopted for low-pressure lifts. It consists of a 
leather packed gun-metal piston valve Dj, and rod d actuated 
by a rack and pinion e and working in a gun-metal lined 
cast-iron valve body, having the branches a to pressure, b to 
cylinder of the lift, and c to exhaust. The gun-metal liner 
has narrow vertical slots or holes cut round it, opposite the 
branch b, and these slots are covered by the piston valve d^ 
when in the middle of its stroke, f is the rope wheel round 
which a cord is wound and led away to the lift. As the 
pressure is acting on equal piston valve areas the valve is 
balanced, permitting the wheel v to be easily revolved. 

When the piston valve is lowered so as to uncover the top 
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end of the vertical slots, the pressure passes from a along 
the branch b to the cylinder, and when the piston valve is 
raised so as to uncover the bottom end of the slots, the 
water in the cylinder can pass by the branch b into c, and 
thus to exhaust. 

Slide valves cannot be successfully used for pressures 
exceeding i,6oo or 1,700 lbs. per s(|uare inch, and although 
many attempts have been made to automatically balance 
them, failure has invariably been the result, owing to the fact 
advanced at the beginning of this chapter, viz., that a valve 
to be tight must be pressed upon its seat with at least an 
equal pressure per square inch to that of the water. 

Fig. 72 illustrates a slide valve similar in working to the 
one shown in Fig. 70, but modified in design, for pressures 
up to 1,600 lbs. per square inch, a is the connecting branch 
to the pressure main or supply, b is the branch to the exhaust, 
and c is the branch to the cylinder. This valve in the 
smaller sizes is usually made of gun metal throughout, having 
a loose face k pinned on to the body. 

The valve rod i. is enlarged in the middle of its length, 
and has a hole cut in it to receive the stalk of the valve d. 
The rod works through packed glands at each end, and is 
so arranged that it can be withdrawn through the stuffing 
box. The ports f and g, which lead into the branches b 
and c, are opened and closed by the slide valve d, and the 
enlarged part of the rod l prevents the valve moving too far 
either way. 

Should the lift or crane which is worked by this valve be 
suddenly checked, when lowering with a heavy load, by 
moving the valve to close the port g, the pressure in the 
cylinder would be augmented above the working pressure. 
This excess pressure then finds relief through the bye pas- 
sage H and small flap valve e. This small valve e then 
becomes a shock valve, and is usually made in the form of a 
weighted leather washer, pinned or screwed to the face of 
the valve body, as shown in the plan. The advantage 
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in making the ports g circular is the possibility of a more 
gradual opening and closing of the ports than is obtained 
with rectangular openings. 

' There are various ways of operating this valve. For in- 
stance, the valve rod l can be connected to a rack and 




Fig. 72. 



worked by a pinion and rope wheel, as in Fig. 70, or it can 
be readily worked by a combination of levers. 

When the pressure exceeds 1,600 lbs. per square inch the 
valve should be of the design illustrated by Fig. 73, first 
employed by Lord Armstrong's firm for crane purposes. 
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The valve can be worked vertically or horizontally as may 
be desired, a is the pressure inlet, b exhaust outlet, c the 
passage to the press or lift cylinder ; d and e are the valve 
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spindles working through stuffing boxes, and closing the 
ports to A and b respectively. These spindles are kept 
down on their seats by means of the springs c and h bear- 
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ing against the crossplate j, this latter being secured to 
the valve body by two bolts. The proportions or sizes of 
the springs may be determined by the method stated at the 
beginning of this chapter. The valve spindles are lifted by 
means of a T-shaped lever f. On pulling the lever to the 
left or right the spindle valve d or e is raised, and on releas- 
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ing the lever the valves automatically close the ports. The 
larger sizes of this design of valve are fitted with a small 
shock relief, as already described. 

For heavy pressures up to 3 and 4 tons per square inch 
the simplest and most convenient type of valve is illustrated 
by Fig. 74. It is usually made entirely of gun metal, the 
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Figs. 75 and 76. 
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valve spindles a and b being packed with leather laces and 
fitted with handles. In using this valve the spindle a is 
opened first, admitting pressure to the cylinder of the press ; 
it is then shut, and the valve spindle b opened, allowing the 
water from the cylinder to exhaust, care being taken not to 
have both valves open at once, or the pressure water will run 
to waste. To obviate the possibility of both valves being 
opened at one time the author has designed valves with 
spindles placed side by side, and actuated by means of 
gearing working right and left hand screwed valve stems. 

A good example of a partially balanced spindle valve is 
shown in Figs. 75 and 76. Fig. 75 is a sectional elevation, 
and Fig. 76 the plan of Meacock's valve for admitting 
the pressure to the cylinders of the two power jigger or 
multiple chain lift shown in section by Fig. 77, in which c 
is the inlet to the cylinder containing the small ram, and 
c^ the inlet to the cylinder containing the larger ram. The 
valve arrangement consists of four plug valves d d^, e e', 
which are held upon their respective seats by the water 
pressure acting upon the increased area of their spindles 
¥ F* over the areas of the valve ports g g^. The chambers 
H H* above the spindles f f^ are charged with water. This 
water has to be displaced during the rising of the plug 
valves, and they can only automatically return upon their 
seats as the chambers h h^ become charged with water 
through the clearance effected by the diameter of the valve 
stalks I I* being less than the diameter of the passages in 
which they work, thereby ensuring steady action. The 
springs j j^ are for the purpose of keeping the plug valves 
D D^, E E^ upon their seats when water pressure is shut oflf 
from the supply main. The pressure inlet is marked k, and 
is common to both of the valve plugs d d^ The exhaust 
outlet is marked l, and serves for both the valve plugs e e^ 
The pipe m communicates with the internal ram b through 
the inlet c, and the pipe n is connected at c^ to the cylinder 
A^ containing the ram a. The valve plugs d d\ e e^ are 
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Figs. 78 and 79. 



actuated by the two double 
cams o o^ fixed on the spindle 
p. By partially rotating the 
spindle p in one direction by 
means of a wheel or a lever 
fixed to it, the valve plug d 
is raised, thereby admitting 
pressure to the ram b, and 
by further rotating the spindle 
p the valve plug d is liberated 
by means of the slipping link 
Q, when it automatically seats 
itself, thereby closing com- 
munication to the ram b. 
During this time the cam 
raises the valve plug d\ so 
that the annular area of the 
ram a is admitted to pressure. 
For raising a maximum load 
a third movement of the cam 
again raises the valve plug d, 
at the same time retaining the 
valve plug D^ open, both rams 
now being subjected to pres- 
sure. 

If the spindle p is turned 
in the opposite direction, thus 
causing the cams to operate 
upon the exhaust valve plugs 
E e\ either the small cylinder 
B or large cylinder a^ may be 
opened to exhaust, or by a 
further movement both may 
be opened. By this means 
a great economy of pressure 
water is effected. 
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An arrangement of four slide valves may be used in place 
of the four spindle valves just described, as shown in sec- 
tional elevation and plan in Figs. 78 and 79. The slides are 
made to automatically cover the ports leading to the cylin- 
ders A^ B by the pressure acting upon the valve spindles 
D d\ e e\ as shown at r r^ These slides are caused to open 
the ports to admit pressure to the cylinders a^ b, or to put 
them to exhaust by the action of the pair of double cams o o^ 
fixed upon the spindle p, and operating in a similar manner 
to that described for the opening of the plug valves. The 
inlet K is connected to the pressure main, and the outlet l to 
the exhaust, while the pipe m communicates with the inlet c, 
and the pipe n with the inlet c^ 

Brind ley's patent water pressure balanced pilot valve 
controlling a larger main valve is employed with advantage 
when a small movement is desirable for the operating leyer 
as in connection with riveting plants and hydraulic presses. 



PART V, -LIFTING MACHINERY, 



CHAPTER IX. 

PLATFORM LIFTS. 

One of the most popular applications of hydraulic power is 
connected with lifting machinery, when passengers or goods 
are raised from floor to floor of lofty warehouses, or for 
general manufacturing premises. The question of correct 
working is greatly misunderstood, and what is far more serious 
the safety of such lifts is only too often a matter quite ignored 
by those responsible for the working of the machines. It is 
said that any person can construct a lift, for the pre*5sure is on 
the water, and the only thing remaining for the constructor 
is to make a simple machine to transform this pressure into 
mechanical power. Then again, too, safety appliances are 
mentioned as being specially provided to meet any emergency 
which is likely to arise, so that the possibility of danger 
of accidental occurrence is a matter to be treated with 
equanimity by those about to trust their lives in such 
machines ; whereas the fact is only too painfully advertised 
that but few persons can properly construct and erect a lift 
which is at once economical, safe, and simple in principle. 

There is probably no piece of machinery subject to more 
unfair usage and more rough and careless handling than 
the hydraulic lift, for it is to be everybody's assistant, and 
every one handles it in a manner that he or she considers 
to be the best way. We have known valves to be pulled 
violently backwards and forwards by warehouse and factory 
lads and girls, causing shocks and strains to be given to all 
parts of the machinery, which have produced permanent 
injury and sometimes disaster; while in many cases fatal 
accidents, attributed to the lift, and reported as "another 
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lift accident " in the daily journals, may be clearly traced to 
reckless and contributory negligence on the part of those 
injured. Similarly, the so-called safety appliances seldom 
prove of service in the cheap and common lift, for being 
always in a stationary or fixed position during the normal 
working, they get quite stiff, rusty, and clogged up with 
dirt and grease, and refuse to act when suddenly they are 
liberated after long standing unused. 

To be of any practical or real service as safeguards, the 
appliances which are supposed to arrest the motion of the 
cage or lift platform when an accident occurs, such as the 
severing of a cable or chain, or the disconnection of a ram, 
should always be in actual use or work. They should form 
the absolute and definite base upon which t"he motion of the 
car or platform depends, so that in the event of any failure 
occurring the gear at once comes into play, and does 
its part I romptly and well. When this condition of con- 
struction is more fully understood, we shall hear less of such 
accidents, which have made lift-users tremble in the past, 
and which have caused the demands to be made for com- 
pulsory registration of all passenger hoists and lifts. The 
author considers that every lift should be under the super- 
vision of the Board of Trade, and licensed before being 
allowed to carry passengers. 

There is in many minds a strong prejudice against being 
pulled up by any mechanical appliance used in connection 
with hoists and lifts, while the same feeling does not appear 
to be induced when the persons are pushed up. Thus it 
is that nervous persons entering a lift, which is suspended 
by chains or ropes, sometimes reflect as to what will happen 
to them in the event of such chains or ropes giving way or 
failing. They do not allow any feeling or question of failure 
to trouble them when they are unable to see the mechanism 
which operates the lift; they simply conclude that it is 
something they cannot 'understand, because it is not imme- 
diate y before their eyes. To this class of person a ram lift 
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is quite safe, and greatly to be preferred to any suspended 
type ; whereas the fact remains on record that the most 
serious accident which has happened to any public lift 
occurred upon a direct-acting or ram lift. There are elements 
of danger everywhere, but probably the safest place in the 
world, taking the number of persons carried into account, 
and the careless handling that controls the working of lifts 
generally, is a car of a modern high-class suspended elevator. 

A good lift provides for every contingency which can 
befall it : excessive speed, overloading, failure of the valve, 
breakage of the ram or suspending cables — all of these are 
properly anticipated by the high-class maker ; but, as in the 
case of every refinement, they have to be paid for in the 
first instance. Here it is that cheap and common lifts come 
in and secure a market ; they are capable of raising as much 
load, and at as quick a speed, as the good and safe lift, while 
they cost about 50 per cent. less. The manufacturer who 
would scorn to ride in a vehicle which did not possess 
absolute strength and finish in all its parts, and who would 
not countenance any suggestion that unlicensed vehicles 
should ply for public hire, does not hesitate to erect in his 
manufactory the cheapest lift that he can buy, knowing also 
at the same time that the elements of safety are not provided 
for in the common class of lift. Government inspection 
should protect the workpeople when the indifference of the 
employer fails to do so. 

In our description of lifts, we shall divide them into the 
two before-mentioned classes, viz., direct-acting or ram lifts, 
and suspended lifts. These two classes are often spoken of 
according to the kind of balance employed, as a weight- 
balanced ram lift, or hydraulic-balanced ram lift. There 
are four leading styles of balancing arrangements in vogue 
for lifts ; the two styles most often used are known as the 
dead weight and the hydraulic balance, while the two less 
frequently used are the combined weight and compensating 
balance and the combined hydraulic and compensating 
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Fig. 80. 
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balance, the word compensating being used to indicate that 
the balancing arrangement provides for the varying water 
displacement of the lift ram while moving in or out of the 
cylinder. 

The conditions that determine the description or style of 
lift most economical to adopt to meet given requirements 
are in themselves of such a varying nature as not to admit 
of classification, depending as they do upon the weight to 
be lifted, the nature of the weight, the height of lift, the 
kind of building it is to work in, the nature of the ground 
the building stands upon, the water pressure at the base- 
ment of discharged level, also whether the lift can be worked 
by an engine and pumps. Generally loads of from 3 tons 
and upwards are most conveniently dealt with by a ram lift ; 
for lighter loads a suspended lift may be used. It is not 
usual to put a compensating balance to suspended lifts or 
ram lifts of short travel, but they are of great economy in 
a ram lift of long travel, say from 30 feet and upwards, 
especially when the working pressure in the lift cylinder is 
small. 

Figs. 80 and 81 are a sectional elevation and plan of a, 
dead-weight balanced ram lift for a warehouse consisting of 
a wooden platform with guard rail upon three of its sides ; 
the platform is bolted to joist or girder iron, and mounted 
upon a cast-iron platten a. The platten is strongly bolted 
to the end of a truly turned and polished ram b, made up 
in lengths of cast-iron piping joined together by screwed 
nipples c, the pipe ends being tapped to receive them. A 
blank flange is bolted to the end of the last length of piping 
to form the end of the ram. The cylinder is made by 
bolting together pipe lengths d, with a blank flange at the 
end, the upper end being bolted to the foundation plate e, 
which is cast with a recess forming an annular space round 
the ram in excess of that between the ram and cylinder. 
The foundation plate is provided with a flange to which is 
bolted the stuffing box, and it also carries the branch to 
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which can be attached, in most cases direct, the valve f. 
The rope g from the valve wheel pa«^ses round pulleys and up 
each front corner of the well-hole. Clips are attached to the 
rope at positions near to the highest and lowest positions of 
the ram against which a striking bar connected to the lift 
platform can act, so that when the ram nears its extreme 
position at the top or bottom of its travel the valve is auto- 
matically closed to pressure or exhaust respectively. The 
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slippers or runners which work against the guides are generally 
cast iron, made an easy fit upon the guides h, which may 
be made of hardwood, planished bar or T-iron, and are 
firmly secured to the walls of the well-hole. The adjustable 
balance weights k are placed in cast-iron frames. These 
frames run upon T iron or other guides bolted to the wall 
of the well-hole, and are connected to the lift by means of 
wire ropes or chains passing over pulleys on opposite sides 
at the top of the well-hole. 

It is convenient at this point to call the attention of the 
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reader to a few points in lift design, which materially affect 
the working arrangements when a load is wheeled on to the 
platform of the lift ; the weight first comes upon the edge 
of the platform, tending to tilt it, the ram resists this tilting 
action by a bending stress on cross-sectional planes, and the 
resistance of the ram to cross breaking ought to be some 




Fig. 82. 



six to eight times as much as the stress induced by placing 
the whole load lifted at the most distant edge of the 
platform. 

Assuming the working pressure to be high, and the ram 
consequently small, the size of the ram would be insufficient 
to resist the bending stress induced by the tilting of the 
platform, and a wrought-iron braced framing l (Fig. 82) 
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must be provided to carry the platform, having the guides 
placed close to the top and bottom of the framing. The 
tilting of the platform is now resisted by the guides, leaving 
the ram to support the dead load only. 

When a cage or cabin is used in place of a platform, this 
braced iron framing is not needed, the bracing in the cage 
or cabin being sufficient to prevent bending of the ram. 

In making a long ram, by jointing together 10 or 12 foot 
lengths of piping, the connecting nipples should be so 
screwed as to leave some 3 inches in the middle of their 
length plain, and the inside thread at the end of the pipe 
lengths should be turned off for a distance of i J inches from 
the end, and made a good fit on the unscrewed part of the 
nipple. After screwing the pipe lengths together, the ends 
of each length should be drilled, the hole rhymered, and 
a steel pin driven or screwed in to prevent the nipple from 
unscrewing. 

For the purpose of calculation, the diameter of such a 
ram built up with lengths of pipes, and considered as a 
long column supporting a load, may be taken very approxi- 
mately as equal to half the sum of the diameter of the 
nipple at the bottom of its thread and the out-diameter of 
the pipe of which the ram is made. In small diameter 
rams, as shown in Fig. 82, the screwed nipple is turned out 
of the solid ram, and its diameter may be .66 to .70, the 
diameter of the ram. If therefore it is required to ascertain 
the supporting strength of the ram as shown in Fig. 82, the 
equivalent diameter of a long solid column of equal strength 

would be-^ - to -''^ or .83 to .85 times the diameter of 
2 2 

the jointed or built up ram. 

In many ram lifts the pressure or junction pipe from the 
valve connects direct to the side of the cylinder, and in 
order that the full waterway of the pipe may be utilised the 
clearance between the ram and the cylinder should not be less 
than quarter the diameter of this junction pipe ] thus with 
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a 2, 3, and 4 inch junction pii>e the clearance between the 
ram and the cylinder requires to be J, f , and i inch respec- 
tively. A I -inch clearance makes a very large cylinder, and 
as I -inch clearance is sufficient for all rams of medium size, 
and of any run out, it is most economical to cast an enlarge- 
ment or recess round the bore-hole at the bottom or under- 
side of the foundation plate, and to connect the pipe from 
the valve to this recess as in Fig. 80. 

The size of valve suitable for a medium-pressure ram lift 
need never exceed one quarter the diameter of the ram, and 
when the diameter of the junction pipe between the valve and 
the cylinder is in this proportion the velocity of the water in 
the pipe is sixteen times the velocity of the ram. In any 
direct-acting lift when the ram is down, the water pressure 
acting on the ram is greater than when the ram is up by a 
column of water equal in amount to the displacement of 
the ram, and as the ram rises this column lessens by the 
amount the ram has risen. We will assume an allowance 
of I foot per second as the speed of the ram in the final 
part of its up stroke, or when it has nearly completed its 
run out, the platfDrm being weighted with its full load, and 
the head of water absorbed in overcoming frictional resist- 
ances in the pipes and valve, and in imparting the velocity 
to the water as 1 2 feet. This is most conveniently allowed 
for by reducing the working pressure by 5 lbs. per square 
inch when calculating the size of the ram, therefore in our 
examples we shall assume 5 lbs. as equivalent to the head 
of water absorbed in frictional and other losses. 

When the high velocity of the water in the pipe joining 
the valve to the cylinder is considered, it is not surprising 
that the too sudden closing of the valve to pressure induces 
vibratory stress in the water, and consequently in the ram, 
giving the latter jerks or shocks when stopping. It should 
be the aim of every lift-maker to so construct his lifts as 
to reduce to a minimum these jerks, especially in lifts for 
hospitals and hotels. 
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The best preventative to jerks produced by closing the 
valve to pressure is to bolt the valve direct on to the 
cylinder. On the majority of lifts this cannot be done, 
therefore the connecting pipe between the valve and cylinder 
should be as large in diameter and as short in length as 
possible, hence a 2 or 3 inch valve requires a 3 or 4 inch 
connecting pipe. 

To further reduce shock, the port-holes in the valve should 
be made with V-shaped openings so as to admit of very 
gradual opening or closing as described in Chapter VIII., 
while in large valves for low pressure it is advantageous to 
insert in the valve body a bye-pass valve to act as a shock 
valve to reduce the intensity of the shocks or jerks of the 
ram. Some designers arrange an air vessel on the con- 
necting pipe between the valve and cylinder, which will also 
reduce the intensity of the shocks of the ram, but nothing 
in the shape of shock valves, or air vessels, is so effective 
as making the lift valve to give a very gradual opening or 
closing of the port-holes, while connecting it to the cylinder 
by a large diameter pipe of very short length. 

It is not usually considered necessary to apply safety gear 
to ram lifts, as the only time an unbalanced ram lift could 
fall at a dangerously rapid pace would be in the unlikely 
event of the bursting of the cylinder, junction pipe or valve. 
This contingency should be impossible if the usual liberal 
margin of strength or factor of safety is adopted, and the 
pipes so protected that they cannot be damaged by falling 
weights. Drain cocks to the cylinder, pipe and valve, to 
drain off all the water in frosty weather, or for repairs, 
should always be provided. 

The ram of a direct-acting ram lift, either unbalanced, or 
with a hydraulic balance, acts as a column in supporting 
the load, and is in compression, but if we attach to the ram 
platten or platform, by means of wire rope or chain, balance 
or counterpoise weights, an altered condition of stress is set 
up in the ram. For a considerable portion of its length 
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from the top, the ram, instead of supporting the load as a 
column, is in effect really hanging or suspended from it. 
Part of the ram is always in tension, and another portion is 
always in compression, while the neutral or dividing plane, 
where the tension ends and the compression begins, is con- 
stantly varying in position according to the pressure on the 
ram. Should the ram from any cause become cracked, and 
thus break above the neutral plane, or should the means of 
connection securing the platform to the ram give way, then 
the platform would be violently dragged up to the top by 
the balance weights, and serious damage, of course, would 
result. An accident of this character happened to a lift 
at Paris, where several passengers were crushed to death. 

This accident has had a great deal to do with the move- 
ments which have been initiated by some inventive engineers 
to prevent the possibility of such partings of cage and ram ; 
although it is very much to be doubted whether our English 
practice of firmly constructing ram lifts could even have 
given room for such an accident. 

The application of high pressure to direct-acting lifts is a 
matter which produces great economy in their working, seeing 
that but small and slender rams are capable of carrying a 
comparatively heavy load. These small rams at first give 
rise to a suspicion of weakness and danger, but from the 
examples to be seen on every hand working, particularly in 
London in connection with the London Hydraulic Power 
Company, we can easily prove their strength, and thus obtain 
confident assurance of their fitness for the duties they have 
to perform. Messrs Easlon & Anderson supplied a lift 
for Queen Anne's Mansion, Westminster, where a 5-inch 
diameter of ram, having a stroke of loi feet, is working still 
with a pressure of water due to a column 142 feet high, or 
about 62 lbs. per square inch upon the area of the ram. 
This ram weighs 2,817 lbs., and raises a load less than its 
own weight ; thus the upward pressure upon this ram is the 
pressure per square inch multiplied by the area of the ram 
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in inches — that is, 23.7 square inches x 62 lbs. « 1,469 lbs., 
which is a little more than half the weight of the ram itself. 

It seems remarkable upon the first glance that such slender 
rams can safely support a load when standing so far out of 
the point of rest, as it were, of the ram, which we appear to 
imagine as a column; but the fact is the rams are seldom 
under compression, seeing that they weigh more than the 
load that they have to lift, together with the surplus weight 
or preponderance which is necessary to cause them to 
descend when the cage is empty; consequently the water 
pressure only serves to relieve the weight of the ram, and 
not to support it altogether. 

In all lifts the ram should be screwed and pinned or 
otherwise securely fastened to a cast-iron cap to which the 
joist irons can be firmly bolted, the latter making a support 
to which the wood forming the platform or cabin can be 
secured. The wire ropes or chains of the counterpoise 
weights should be securely attached to the ends of the joist 
irons, and never in any case to the wood forming the plat- 
form, nor to the top or sides of the cage or cabin. 

In the following examples — 

R = run out of ram in feet. 

/ = length of ram in feet. 

p = nett working pressure in pounds per square inch 

at top level of cylinder. 
W = load to be raised. 
\Vj = load to be raised including weight of cabin or 

platform. 
X = diameter of ram in inches. 

Then for an unbalanced cast-iron ram lift — 

This is the approximate value of x because, after filling in 
the valves and solving for ^, it must be divided by a J^uitable 
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coefficient from Table IV. to allow for the stuffing-box 
friction, and thus the correct value of x is obtained. It 
should be noted that in the above formula it is assumed that 
the weight in pounds per foot run of a finished cast-iron ram 

does not exceed -. Hollow wrought-iron rams are not so 
2 

common as cast iron ones, and where their finished weight 

^2 
in pounds per foot run does not exceed — , as they need not, 

4 
we have for an unbalanced wrought-iron hollow ram lift — 

V 3.i4/>-/ 

The value of x thus obtained to be corrected for stuffing- 
box friction by dividing it by the proper coefficient as in 
the previous case. 

If the ram is of small size, and the weight per foot is 
represented by x*^ lbs., the formula becomes — 
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Case I. — Find the diameter of a cast-iron ram for an 
unbalanced lift to raise 14 cwt. 50 feet high, water pressure 
45 lbs. per square inch, platform to weigh 8 cwt. Here we 
have /=say 53 feet, / - 45 - 5 = 40, \V\ = (i4-h8) ti2 = 
2464 lbs., then — 

/ 2x2464 

for a 22-inch diameter ram the coefficient of efficiency = .99, 

hence ^^•'^^ = 22.55, the corrected value for x. As this is 

n/-99 
a little over 22 J inches diameter, we should put in a 23-inch 
ram. Now this would be an absurdly large ram to employ 
for only raising 14 cwt. 50 feet high, and our reason for 
noticing it is to demonstrate the saving of water effected as 
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this common type of lift gradually approaches in design the 
more perfect form. 

A diminution in the size of the ram can be made as some 
of the platform and ram weight can be balanced, as shown 
in Fig. 80 ; we cannot balance all the weight, as some weight 
must be left in the ram in order that it may descend in the 
cylinder and force the water through the valve to exhaust 
when the lift is being lowered without any load upon the 
platform. The size of ram for a balanced lift is given by 
the following formula — 

^^ 

.7854(/>-.434R) 
After solving for x its value must be corrected for stuffing- 
box friction as before. 

Case II. — Same as Case I., but the ram and platform to 
have as much as possible of their weight balanced, as in 
Fig. 80. Here we have R = 50, / = 45 - 5 = 40, W = 14 x 
112= 1568- 

14.36 

On referring to Table IV. we find the efficiency of a 
lo-inch ram working through a stuffing box = .98, hence the 

corrected value of jc = ,\ 

As this is the diameter of the ram on the assumption that 
there is no friction in the balance ropes and pulleys, the 
diameter of the ram as found by the above rule must be 
increased to allow for the packing in the gland being 
screwed unnecessarily tight and for the friction of the 
balance-weight ropes, or chains, over their pulleys, for which 
we will add 20 per cent, to the ram area, giving in round 
numbers an iij-inch ram. The amount of counterpoise or 
balance weight required is equal to the weight of the ram 
and platform, less the weight of the column of water dis- 
placed by the ram,- and the additional allowance to over- 
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come the friction of the stuffing box, etc., during the descent, 
equivalent to 10 per cent of the balance weights. 

Ram = 3,498 
Platform - 896 



4,394 
Less water column 2,235 



2,159 
Less I o per cent. 2 1 5 



1,944 lbs. 

With the water pressure of 40 lbs. the ram would refuse 
to rise right to the top, but as the lift began to slow down 
this pressure would rise, approaching the maximum of 45 lbs. 
A pressure of 42 lbs. is sufficient to send the ram to the top. 

Fig. 80 shows a convenient form of balance, as it admits 
of easy adjustment of the weights. 

In the case just considered, the weight of the water column 
displaced by the ram had to be left unbalanced in order that - 
the ram should descend, and in raising the lift the whole of 
this dead or displacement weight has to be lifted by the 
pressure water. In order to obviate this, the balance weight 
is sometimes connected to the platform by heavy link chain, 
so that as the ram rises the chain in passing over its support- 
ing pulley at the top of the well-hole gradually increases the 
weight of the counterpoise, and at the same time reduces the 
weight to be lifted by an equal amount, and thus balances 
the water column. 

The proper weight per foot of these heavy chain con- 
nections is half the weight of the water column per foot. If 
P represents the pressure on the ram area, W the useful load 
to be lifted, and 7V the weight of the water column displaced 
by the ram — 



146 HYDRAULIC POWER ENGINEERING. 

This result may at first seem parvidoxical, as P is evidently 
less than W, but it is the same as if the pressure acting on 
the ram is represented by the head acting on the ram at 
half stroke, thus — 

P + ^-- = VV. 
2 

The diameter .v of the ram is given by the following 
equation — 



-y. 



W 



7854(/ + .2i7R) 

The ram area given by the above equation must now be 
increased by 66 per cent., to allow for stuffing-box friction 
and the friction of the chains and wheels, and a margin to 
cause the lift to descend empty. 

The balance weights must be the same as the total weight 
of the ram and platform, less the weight of the compensating 
chains and 10 per cent, for friction and margin to cause the 
lift to descend empty. 

Case III. — Same conditions as Case I., but with a com- 
pensating balance. 



'V 



1568 ^ ,-— 



= n/39-3 = 6.2 5''. 



7854(40-l-.2i7X5o) 
Add 66 per cent, to area and x = 8'. 

Balance weights : Ram = 1,700 
Platform = 896 

2,596 
Less compensating chains (J 531 

2,065 
Less 10 per cent. 206 

1,860 lbs. 

These weights leave a margin of 235 lbs. to overcome 
friction when ascending with full load, and 205 lbs. when 
descending. 
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When the weight to be raised is heavy and the available 
working- pressure small, the size of the ram, balance weights 
and chains, and overhead wheels or chain pulleys, becomes 
very large and clumsy. For large weights it is advisable to 
use an intensifier, and by loading its ram with weights, to 
convert it into a hydraulic balance. Such a machine is 
shown in Fig. 83, in which a is a hollow ram, sliding over 
the fixed ram b, and working in the cylinder c. To the ram 
A can be attached the adjustable weights f, and the fixed 
ram b is tied to the cylinder c by the guide bolts g g. The 
inside of the ram a communicates through the opening d 
direct with the lift cylinder, and the displacement of the ram 
B is of sufficient capacity to contain the displacement water 
when the lift ram is down. The valve is connected to the 
cylinder c at e, and sufficient weights are placed at f to 
prevent the lift ram descending too rapidly. When the lift 
ram is down the displacement water fills the inside of the 
hollow ram a, which is then quite home in the cylinder c, 
and upon opening the lift valve the pressure enters the 
cylinder c, forcing the ram a out, and consequently the ram 
of the lift. As the balance ram a runs out of the cylinder c, 
its end pressure gradually increases in proportion to the 
increased head of water. By suitably proportioning the 
diameters of the lift ram and ram a, the variation of the load 
to be lifted, caused by the varying water column in the ram 
cylinder, may be balanced at all parts of the stroke. 

The correct diameters for the lift ram and the ram a can 
be ascertained as follows : — 

Let W = net load to be lifted in pounds. 

/ = water pressure per square inch at level xy. 
R = run out of ram in feet. 
Rj = run out of ram a in feet. 
r = ratio of area of ram b to lift ram area. 
X = diameter of lift ram in inches. 
y — ratio of area of ram a to area of lift ram. 
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In designing, the top level of the lift ram, lowest level of 
ram a, and exhaust outlet should all be on line x y. These 
conditions are assumed in the following equations. The 
level of the ram a may be varied, but the balance weights f 
then require readjustment. 



-y. 



W 



|(R^i).43] 

Balance weights = r x (platform + ram - water column). 
The balance weight thus found must include the weights f, 
the cylinder A, and the water contained in the annulus 
between A and b, and lying below the line x v. 

Cask IV. — Same conditions of load and lift as Case I., 
but to be balanced by the above hydraulic method. 

\V= 1,568 lbs. 
Platform = 896. 

R = 50 feet. 

/ = 45-5 = 4o. 
Select r = 4. 
Then Ri = i2.5 feet. 

[ (5o^-I2.s).43 \ 



V .7854 X 40 X 19.9 ^ ^ *^* 

To find diameter of A, .^i 0.25 x 19.9= 14 J". 
Diameter of B = 2 x 3 J" = 6 J". 
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Allowance must now be made for friction, and diameter 
of A increased accordingly. 

Friction of lift ram : W= 1,568 

Platform = 896 

Ram, 3J" diam. hollow, Y thick = 760 



2,224 
4 per cent. = 88.96 

Friction of ram B = 2^°/^o( - = 45 

4 

6400 
Friction of ram A = i /« o( — = 1 6 
'" 4 



Total 150 

Friction of rams descending empty = in 

Hydraulic friction of descent = 50 



310 



Pressure on ram A = 6400, which has to balance 1 568 x 4 = 
6272, leaving a margin of 128, hence 200 lbs. must be added, 

requiring an additional area of — = 5 inches. The ram A 

40 

must therefore be increased to 14^ inches. 

Balance weights : Platform = 896 

Ram = 760 



1,656 
Less water column 1 78 



1,478 
4 

Owing to the increase of the area of the ram A, a dis- 
crepancy of about 25 lbs. occurs, which can be rectified by 
reducing the balance weights. 
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The word efficiency as commonly applied to lift work has 
a very vague meaning ; its meaning in this chapter is, how- 
ever, defined as the ratio of the theoretical quantity of water 
•required to raise the load to the actual quantity the lift con- 
sumes. The following table shows at a glance the efficiency 
of the direct-acting ram lifts in the cases that have just been 
considered. The theoretical quantity of water at 45 lbs. per 
square inch to raise 14 cwt. 50 feet high is 75.5 gallons. 



Case. 


Description. 
Ideal lift or theoretical .... 


Gals. 
75.5 


1 

Efficiency 1 

! 


, — 


I 


1 IV. 

1 


Com (lensa ting hydraulic balance 


95-7 


.79 


in. 


Compensating and counterpoise balance - 


109.0 


.69 


H. 


Counterpoise weight only 


225.0 


1 '''' 



With higher and more suitable pressures the efficiency of 
ram lifts averages from .75 to .80 per cent, the latter amount 
being only met with in lifts of good design and build. 

Fig. 84 shows Ellington's hydraulic balance, which con- 
sists of a balancing cylinder m, connected by distance bolts 
end to end with the larger working cylinder n. There is 
a piston to each cylinder, fitted with a leather packing, 
and connected by a common rod d, working through stuffing 
boxes in the cylinder covers. The lift cylinder is connected 
by the pipe h to the annular space e e, which, when the 
piston G is at top of its stroke, is equal in capacity to the 
displacement of the lift ram. The annular area l of the 
lower piston is sufficient when subjected to the working 
pressure to lift the net load and overcome friction of both 
the up and down strokes, whilst the full area of the upper 
piston G is calculated when subjected to the working pressure 
to balance the weight of the cage and ram less the friction 
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Fig 84. 



Fig. 85. 
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of the down stroke. This piston is subjected to the water 
pressure at all times. 

If the lift ram is assumed to be at the bottom of its 
stroke, then, on the starting valve being opened, pressure 
water is admitted to the cylinder c, and the two pistons g 
and L commence to descend, forcing the water from ee 
through the pipe h to the lift cylinder ; the lift ram is thus 
caused to ascend, and in doing so requires increasing pressure 
to compensate for the reduced displacement. This increase 
of pressure is supplied by the head of water accumulating on 
the two pistons g and l. 

When the exhaust is opened the water from c c only 
passes away, the water at b being simply forced back into 
the pressure mains. To make good the leakage the pressure 
water can be admitted by f under the lower piston when the 
lift ram is at the bottom of its stroke ; thus water will flow 
from B past the leathers into the annular space e e and 
supply the deficiency. 

If the parts of this apparatus are properly proportioned, 
the lift ram and the balance pistons are in equilibrium for 
every part of the stroke. The only serious criticism to be 
offered to this form of balance is the use of internal pack- 
ings, it being a sine qua non in high-class design to use ex- 
ternal packings wherever possible. If in Fig. 83 two inverted 
rams had been used, in place of the weights f, always open 
to pressure, an inspection will show that the two systems 
are practically identical. The lift ram (Fig. 83) would in 
this case require to be of altered diameter to allow for the 
weight of water in the two added rams. 

When the working pressure is sufficiently high, such as 
750 lbs. per square inch as supplied by the London Hydraulic 
Power Company, it frequently happens that the size of ram re- 
quired to overcome the load is too small to sustain the load 
when considered as a column. The hydraulic balance shown 
in Fig. 85 is much in favour under these circumstances. The 
water column is unbalanced in this type. A hollow ram a 
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works through a stuffing box in the cylinder D. The cylinder 
B is connected by the tension bolts e e to a crosshead f 
carrying the fixed ram c, working through a stuffing box in 
the ram a. The ram a is supplied with a crosshead G carr)- 
ing the weights n ir, which are proportioned to balance the 
dead weight of the cage or platform and the ram, less the 
water column due to the strokes of the lift ram and the ram 
A and a margin for causing the down stroke. The cylinder 
B is connected through the port j with the lift cylinder, and 
has the same displacement volume. The pressure water 
enters from the lift valve at f. 

When the lift ram is down the balance ram a is up as 
shown, and on opening the valve the pressure acting on the 
area of the ram c forces the ram a into the cylinder b, thus 
causing the lift ram to run out, and when the valve is opened 
to exhaust the margin of weight in the lift ram to cause the 
descent raises the balance ram a to the top of the cylinder 
b. The area of the ram c must be such that, at the pressure 
available, the total pressure is sufficient to overcome the 
useful load together with the column of water of a height 
represented by the stroke of the lift ram added to the stroke 
of A, and leave a sufficient margin to overcome the friction 
of the up and down strokes. 

When pressure water is not available, either from want of 
sufficient height or absence of an existing supply, a ram lift 
can be worked fairly economically by a steam or gas engine, 
the engine being employed to drive a small pressure pump 
which forces water from a tank into a small accumulator 
which has a pipe connection to the lift valve. A suitable 
pressure for the accumulator is from i, coo to 1,200 lbs. per 
square inch, and the capacity of the accumulator should be 
from one and a half to twice the consumption of water for 
one complete journey of the lift. 

The pumps should be proportioned to deliver when 
working continuously a larger amount of water than is 
required by the mtermittent working of the lift, and gear 
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should be fitted such that when the accumulator is fully 
charged with water the pumps are automatically thrown out 
of action, thus economising power. A slight fall of the 
accumulator should bring the pumps again into action. 

Where steam power is available the Worthington steam 
pump can be employed to pump the water direct into the 
ram cylinder, the valve being controlled by the cord passing 
through the cage. 

The openings to the lift wells in hotels are guarded with light 
iron gates which the lift attendant alone can open, while in 
warehouses a wood guard rail is simply hinged to one side of 
the lift opening. This rail is lifted up when passing in or out 
of the lift and then dropped upon its supports. Many attempts 
have been made to secure the opening and closing of the 
guard rail or iron gate by the up and down movement of the 
lift cabin or platform, but it is found that mechanical closing 
begets carelessness on the part of the attendants. By fixing a 
vertical balanced sliding door in the opening at the bottom of 
the lift well, and making a hole in the floor to receive the door, 
the platform or cabin, in its descent, can be made to depress 
the door level with the floor, and on the ascent of the plat- 
form the excess of balance weight will cause the door to rise 
and guard the well-hole. At the top floor a sliding door can 
be fixed and partly balanced by means of weights and chains, 
the top of the cabin or cage being arranged to engage the 
door in ascending so as to lift it clear of the entrance to the 
cage, the descent of the cage allowing the door to drop to 
the floor and guard the well-hole. On the intermediate 
floors it is most satisfactory to open and close the guard rail 
or gates by hand. 

Passing on to consider the second division of our subject, 
viz., suspended lifts, Fig. 86 illustrates in elevation the more 
common arrangement of this form of lift, a is an ordinary 
cabin or cage, well braced and boarded on the three sides, 
but open in front. To the bottom of the cabin are secured 
the two girder irons b lying side by side, with sufficient space 
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Fig, 86. 
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between to receive the safety gear. These girders are secured 
by tension bolts c c to corresponding girder irons d. At 
the top of the cabin a, and between the girder irons d, are 
placed the grooved wheels that convey the wire rope to the 
safety gear fixed below the cage. Two lifting ropes e are 
used, one passing to the right hand and the other to the left 
hand of the cage, and thence to the safety gear. Four 
slipper guides are fixed to the cage, sliding up and down 
upon the hardwood guides f f, which are securely attached 
to the brickwork at the sides of the well-hole. The ropes e 
pass round the overhead pulleys G G to an ordinary hydraulic 
multiple hoist shown at ii. This hoist is made in exactly 
the same way as those to be described in Chapter XL, and is 
bolted to the wall with the ram working downwards. To the 
crosshead are attached the balance weights j, sufficient to 
almost balance the weight of the cage. 

The valve k is placed in the well-hole under the cabin 
as in the case of ram lifts, and the starting rope passes down 
through the cage on each side of the well-hole, and is con- 
nected to the pulley on the valve. Stops are attached to the 
starting rope, so that the cabin when nearing the termination 
of its travel operates against these stops and automatically 
closes the valve. 

The size of the valve need not, as before stated, exceed one 
quarter the diameter of the hoist ram, and the weight of the 
ram, crosshead, pulleys, and balance weights should be such 
as to admit of the cabin descending when empty at the rate 
of I foot per second. 

When the cage or cabin is at the bottom level the ram of 
the hoist is up in the cylinder h, and on pulling the rope l 
to open the valve to pressure the ram is forced out of the 
cylinder and the cage ascends until, on nearing the top of 
its travel, it operates on the upper stop on the rope, thus 
closing the cylinder to pressure. If the rop^s pulled further 
the cylinder is opened to exhaust, and the excess of weight 
in the cage above the balance weights causes it to descend, 
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Fig. 87. 



Fig. 88. 
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pulling the ram back into the cylinder. On nearing the 
bottom the cage operates on the lower stop on the rope, 
closing the valve to exhaust. To secure the efficient work- 
ing of this lift, all the precautions mentioned at the com- 
mencement of this chapter must be observed. The correct 
size of rope and its friction, together with the necessary size 
of ram for the pressure available, will be considered at the 
end of this chapter. 

P1g. 87 illustrates a high-class passenger lift consisting of 
a cabin a made of pitch pine, walnut, oak, or mahogany, and 
having its interior well upholstered and sometimes mirrored. 
The girder irons b are connected by the bolts c c to the ends 
of the cross girder d at the top of the cabin. This girder is 
made in two parts firmly bolted together, and carries the 
grooved pulleys e, which deflect four supporting wire ropes, 
two to the right and two to the left of the cage, to the safety 
gear fixed underneath. 

The ropes e pass round the overhead pulley g down to 
the hydraulic multiple hoist shown at h, which is bolted to 
the wall at the back of the well-hole with the ram working 
downwards. 

The starting rope l passes down one side of the well-hole 
through the cabin to the wheel on the valve k, and returns 
by the other side of the well-hole between the side of the 
cabin and the wall. 

The working of this lift is precisely similar to the one pre- 
viously described, and the difference in construction of this 
multiple hoist, viz., placing the rope wheels in line with each 
other instead of side by side, as shown in Fig. 86, is for the 
purpose of economising space in the well-hole, and thus 
allowing a roomy cabin to be used. 

The type of hydraulic multiple hoist shown for suspended 
lifts in Figs. 86 and 87 answers well for water pressures vary- 
ing from 150 to 1,200 lbs. per square inch ; but for less 
pressures better results are obtained by using the hoist 
illustrated by Fig. 88, which is largely used. 
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The arrangement consists of a cylinder a truly bored and 
fitted with a leather or metallic packed piston b, having two 
piston rods c c working through hemp packed stuffing boxes 
in the cylinder cover E, and connected to a crosshead 
carrying the balance weights d and the pulley f. The 
cylinder has at each end branches G g. The lower branch 
connects direct to the valve K, while the upper branch con- 
nects to the pressure pipe j, and is not controlled by the 
valve K. This lift cylinder is generally placed on one side 
of the well-hole on the basement floor level, and the wire 
lifting ropes pass from the cage round the overhead pulley 
at the top of well-hole, and descending pass round the 
pulley F and upwards to the anchorage at top of well-hole. 
The action is as follows : — When the piston is at the 
bottom of the cylinder, as shown, the cabin is at its highest 
level, and on the valve being moved by pulling the rope 
upwards the lower branch G is opened to the pressure pipe j, 
and the pressure water is admitted to the under side of the 
piston B. 

The area of the top side of the piston B is less than the 
area of the under side by the area of the rods c, hence there 
is an upward pressure. This pressure, together with the 
excess weight of the cabin over the balance weights d and 
piston B causes the cage to descend, lifting the piston b. 
The water passes from the top of the piston through the 
valve, and fills the space below the piston. On the cage 
nearing its lowest position a stop on the valve rope l is 
oi)erated, causing the valve to be closed. 

Upon pulling the rope further, the lower branch o is 
opened to exhaust, and the water pressure acting upon the 
top side of the piston forces it down, thus raising the cabin. 

Various kinds of safety gear have from time to time been 
introduced for suspended lifts, many of which are absolutely 
worthless. Fig. 89 illustrates a well-known type of safety 
gear suitable for light weight passenger lifts. The hardwood 
guide A runs from top to bottom of the well-hole, and is en- 
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gaged by the slipper guides bolted to the sides of the cage. 
The bracket B is bolted to the under side of the cabin, and 
carries the tension bolts c c connecting this bracket with the 
cross girder over the top of cabin. Two bell crank levers 
D D are pivoted to the angle plate b, their longer arms being 




joined together by the bar E, which is provided with joggles 
for engaging the corresponding projections on the eccentric 
cams F F. These cams are keyed fast upon the ends of two 
shafts running under the cabin, and supported by bearings 
formed in the angle bracket B. At the other end of these 

L 
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shafts two similar cams are keyed, and ihe shafts being 
provided with short levers h, that are linked together by 
the bar G, any movement of one shaft produces a corre- 
sponding movement in the other. The cabin should be 
suspended by four ropes, two of which pass dow»n each side 
of the cage, as previously described. These two ropes are 
anchored by means of shackles to the short arm of the bell 
crank levers D d. 

The weight of the cabin is thus divided equally between 
the four ropes, which are adjusted in length so that the long 
arms of the bell crank levers u d hang vertically. The cams 
F K are just clear of the guide a ; but upon any one of the 
ropes stretching or breaking the tension of the adjacent rope 
pulls the bell crank levers d d out of the vertical, thus pull- 
ing over the connecting link k, and causing the cams f f 
to engage the guide a. The frictional resistance of the cams 
F F on the guide causes the cams to revolve on their shafts, 
and firmly grip the guide a, thus supporting the cage. By 
this arrangement the breaking of any one of the four suspen- 
sion ropes brings into action the four cams. 

Fig. 90 illustrates the Otis safety gear, a is the hard- 
wood guide running froin top to bottom of the well-hole. 
Two rocking levers b are provided, turning on the pins c 
carried by castings bolted to the wood crossbeams upon 
which the cabin rests. To the side of the wood beam is 
bolted the bracket f, carrying the shaft *G running under 
the cabin, and supported at the other end by a similar 
bracket bolted to the beam. To each end of this shaft are 
keyed the strikers E, which are actuated by the rocking levers 
B through the medium of the set screws h h. The cage is 
suspended by four ropes, two of which pass down each side 
of the cage, and are fastened to the suspending eyes of the 
bolts K K. These bolts connect to the lever b at an equal 
distance on each side of the pin c, and by adjustment of 
their nuts the lever b is placed horizontally. Should one of 
the ropes stretch or break while the cabin is travelling up or 
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down, the lever n, being relieved of the pull of the broken 
rope upon one arm, is tilted up by the pull of the remaining 




Fig. 90. 

rope upon the other arm. This movement of the lever b 
actuates the striker e, and causes it to push the wedge d up. 
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thus preventing the further descent of the cage. The fric- 
tion of the back of the wedge against the casting being much 
less than that of the face of the wedge against the guide, the 
weight of the cabin assists in fixing more securely the wedge 
against the guide. 

The two kinds of safety gear described are independent of 
the elasticity of a spring for their action, and from the fact 
that they have few and simple parts they are not likely to 
become clogged with dirt, as often happens with a badly 
thought out gear. 

The number of lifting ropes for suspended cabins or 
cages varies from two to eight, and as the safety gear re- 
quires four it becomes necessary to either increase or reduce 
the number. This is easily done by introducing a crosshead 
having three holes for the attachment of ropes. Two ropes 
are attached, one at each end, and pass off in one direction ; 
while a third rope is attached in the middle, and passing off in 
the opposite direction, resists the tension due to the other two. 

In order to provide against the possibility of a dangerously 
rapid descent of the cage, due to the valve being opened too 
wide for the load being raised or lowered, a centrifugal 
governor, which is actuated by a light endless wire rope or 
belt suitably attached to the safety gear and passing over 
idle pulleys, is used. Should the governor revolve too 
quickly, the rope is retarded by a friction brake, and by the 
tension thus produced the rope is caused to operate the 
safety wedges, and check the descent of the cage. 

To ensure a long life for the wire ropes of a suspended 
lift the stress on the wires due to tension, together with the 
stress due to the wire bending round the smallest pulleys, 
should not exceed the stress which experience has shown the 
wire will stand frequently repeated. For steel wire of aver- 
age quality this stress may be at least 70,000 lbs. per square 
inch. Again, when life would be jeopardised by an acci- 
dent, as in a lift or crane, the working stress should not 
exceed one-eighth the breaking stress of the rope. 
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The latter consideration will enable the size of the rope 
to be determined, while by the former the correct size of the 
wire of which the rope is to be made can be ascertained 
when the diameter of the smallest wheel over which the rope 
passes is known. Assuming the breaking weight of good 
plough steel wire rope to be 150 tons per square inch of 
metallic section, then the ratio of the diameter of the wires 
of the rope to the diameter of the smallest wheel round which 
the rope passes should be about jj„. 

If the ratio is much larger than this, and the steel of which 
the wires are made be not of good quality, rapid deterioration 
of the rope commences, and rupture will take place if the 
rope is not replaced. 

Table VII. gives the breaking weight in tons of good 
average quality plough steel wire ropes : — 

Table VII. 
Breaking Weight of Steel Wire Ropes. 



Diam. of rope in inches 


,'. 


i 


/. 


* 


A 


i 


i 


5 


I 


Circumference in inches 


I 


■A 


i» 


If 


i| 


2 


2i 


*J 


3i 


Weight in pounds per 
fathom - 


15 


I A 


I A 


2i 


3 


4 


5i 


74 


loi 


Brealcing weight of 
rope in tons - 


4 


5* 


74 


10 


iij 


■Si 


214 


28i 


40 



When the maximum stress induced in the wires of a rope 
passing round a pulley does not exceed 70,000 lbs. per 
square inch, the power expended in bending the rope on to 
the pulley is largely given off again upon the rope leaving 
the pulley. 

Fig. 91 illustrates part of a grooved rope wheel, and a b is a 
horizontal line passing through the centre of the wheel, and 
c c is the centre line of the wire rope passed round the 
wheel as shown. It is assumed that this centre line does 
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Figs. 91 and 92. 
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not alter in length when the rope is bent round the wheel. 
This erroneous assumption does not perceptibly affect the 
results. Thus it is evident that the wires below the centre 
line c c of the rope must accommodate themselves to a less 
circumference than the wires in a plane normal to the paper ; 
whereas those outside of the centre line accommodate them- 
selves to a larger circumference. The wires accomplish 
this in the former case by bulging or spreading out laterally 
and creeping, and in the latter by straightening and draw- 
ing in to the centre of the rope. Thus the rope circular 
below A B before it touches the wheel becomes slightly oval 
above a b, where it lies in the groove, as shown by the full 
line D. The distance between d and the dotted line e indi- 
cates the extent to which the rope is distorted out of the 
true circle. 

Thus the work lost in bending a rope round a circle is 
the frictional resistance of the wires sliding upon each other 
in the act of accommodating themselves to the varying 
circumferences in which they are forced to lie. 

Let D = diameter at bottom of the groove of the rope 
wheel in inches. 
„ ^-^ diameter of the wire rope in inches, and if the 
coefficient of friction = .2, the efficiency of a rope 
passed half round a wheel is 

The efficiency for various sized ropes passing half round 
pulleys of different diameters calculated by this formula arc 
given in Table VI I L 

Fig. 92 illustrates a square chain wheel with a chain a b 
suspended from it. In turning the wheel in the direction of 
the arrow a quarter of a revolution the links a and n each 
turn a quarter round on their supporting links c and d. 
Thus when the wheel makes a complete revolution the fric- 
tional loss of the chain is the same as that of a link turning 
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twice round an iron rod of circular section equal in diameter 
to the bar iron of which the chain is made. Now this holds 
true whatever may be the size of wheel, pitch of chain, or 
diameter of chain iron, so that we get for the efficiency of a 
chain lapping half round a wheel the formula — 

-■^ 

The coefficients of efficiencies for different sizes of chain 
passing half round pulleys of varying diameter calculated by 
this formula are given in Table VIII. 
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Table VIIL 

COEFFICIRNTS OF EFFICIENCY OF STEKL WiRE RoPE AND SHORT LiNK 

Chain (Friction of Pin not iNCLunEi>). 











Diameter of Rope or i 


Jhain Iron in Inches. 








Centre to Centre 

of Rope or 

Chain acro«s 


1 

H 


1 




4 


A 


} 


7 


I 


Pulley. 


1 


1 






c 

5 


1 




1 

.98 
.98 
•98 
.99 


c 
'3 

d 

•95 
•95 
.96 
•97 
■97 
.98 
•98 
.98 
.98 
.98 
•98 
.99 


i 

.98 
.98 
.98 
■99 


— 

■95 
.96 
•97 
•97 
•97 
98 
•98 
•98 
.^8 
.98 
•98 
•99 


i 

X 

.. 

•98 
•98 
.98 
.99 


•95 
.96 
•97 
•97 
•97 
.98 
.98 
.98 
.98 
•98 
.98 
.98 
.99 


1 

X 

•98 

.98 
•98 
•99 


U 


2 inches - • 

3 1. ■ - 

4 ,1 - • 

5 .. - • 

6 „ - . 
8 „ - - 

10 ,. - - 
12 ,, - - 
M ,. • - 
16 .. - . 
18 „ - - 
ao „ . - 
22 „ - - 

24 ,. - ■ 
a6 „ - - 
30 „ - - 
34 »• - • 
38 „ . - 
42 .1 - - 


•99 
.99 
.99 
■99 


.97 

.98 
.98 
•99 


.98 
.98 
•99 


•95 
.96 
.97 
.98 
.98 
.98 
•99 


.98 
•98 
.98 
•99 


•95 
•96 
•97 
•97 
.98 
.98 
•98 
.98 
•99 


.98 
.98 
.98 
•99 


•95 
.96 
.96 
•97 
.98 
.98 
•98 
•98 
.98 
•99 


•96 
.96 
.97 
•97 
•97 
.98 
•98 
•98 
.98 
.98 
.98 
.98 
.99 
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The formula for the efficiency of a pulley on its axle or 
pin is the same as for the efficiency of a chain lapping half 
round a wheel, providing always that the pressure of the 
wheel upon its axle does not exceed 5 cwt. per square inch 
(measured on the diameter of the axle), which amount should 
not be exceeded in lift designing. Table IX. has been 
calculated by this formula, and for the convenience of 
readily ascertaining the efficiency of lifts, pulley blocks, etc., 
the average ratio of the diameter of the pins to diameter of 
the pulleys is given here : — 



Diameter of Wheels 
in Inches. 

I to 16 

16 „ 24 

24 „ 36 
Above 36 



Average Pin 
Ratio. 

1 or. 125 



1 



.071 



Table IX. 
Coefficients of Efficiency of Pui.i.ev Wheels Turning on Pins. 



Ratio Diam. 
of Pin to I 
Diam. of ' 
Wheel. .06 

I 



I 



Coefficient .976 



.07 


.08 .09 
.968 .964 


.1 
.96 


.11 


.12 


■13 
.948 


.14 


1 
.15 -16 


.17 '.18 

1 
.932 .92S 


.19 
.924 


972 


•956 


.95a 


1 1 X 
.944 -94 ' -936 



To illustrate the practical application of the Tables, let 
Fig. 93 represent the pulleys in the ram and cylinder cross- 
heads of a hydraulic jigger or hoist, the pulleys being spread 
out to show clearly the varying stresses in the chain. The 
top circles indicate the chain sheaves or pulleys in the 
cylinder crosshead, and the chain is anchored to the cylin- 
der on the right hand, and pays off the left hand top 
sheave. The bottom circles indicate the pulleys or sheaves 



PLATFORM LIFTS. 



171 



in the ram crosshead, which move downwards in the direc- 
tion of the arrow. 

I^t P = total net power forcing out the ram. 
„ / = stress on anchorage chain. 
,, W = weight lifted. 

„ N = number of plies of rope or chain. 
„ E = efficiency of pin and wheel with rope or chain 
round half its circumference. 



-^— ^ 



.4-> 



.„..i5:> ^ 



5^>->h/=£'^ 







.^.•^. 
.^_> 



-P- 



'm 



fig- 93- 



When the ram has its full pressure on, but is stationary, 
p 
p = :r:^ but thc iustaut movement of the ram occurs some of 

N 

its power is spent in overcoming the friction of the wheel on 
its pin and the chain on the wheel. Thus in the figure the 
stress on the anchorage chain would equal /, the stress on 
the next chain to it would equal E/, again on the next to 
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that the stress would equal E^/, and so on to the last ply, 
where the stress would equal E*^" "''/*. Hence — 

W = £"••-■>, and /» = Jj;^, 

As an example, let the ram of the jigger geared 8 to i 
exert a pressure of P = 8 tons, then / = i ton. The sheaves 
would be about 14 inches diameter, with about 2 inches 
diameter pins, so that the efficiency = .94. A chain ^\ inch 
diameter would be used, the efficiency of which on a 14- 
inch sheave = .98, therefore the efficiency of the chain wheel 
and pin = .94 x .98 = .93 = E. 

We have W = .93" x i, and this equation is easily solved 
by means of a table of common logarithms — 

log. .931 = 1.96895 

1 

1.78265 

The corresponding number of which = .6. 

W = .6 X I = .6 ton. Thus the efficiency of the wheels 
and chain alone is but .6. 

Particular attention is directed to the difference in the 
stresses of the paying-off end and the anchorage end of 
the chain. The size of the chain or cable should be deter- 
mined by dividing the total pressure pushing out the ram by 
the number of chains or rope plies, and not by merely con- 
sidering the weight lifted. Many breakdowns in hydraulic 
hoists have occurred through putting in cable or chain of 
such a size as only to lift the load safely, and omitting to 
take into account the extra stress induced in the anchorage 
end of the chain or cable. In an average hydraulic hoist or 
jigger geared or multiplied up by pulleys 10 to 1 the stress 
on the anchorage end of the chain is just twice that on the 
paying-off end. 

Many years ago Sir W. (now Lord) Armstrong published 
the efficiencies of his multiple hoists, which are very con- 



93 per cent. 
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76 




72 




67 




63 




59 




54 
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venient for determining approximately the size of cylinder 
required when the load and working pressure are known. 
It is advisable to calculate independently the required size 
of cylinder in each case, only using Armstrong's results given 
below to aid for first approximation : — 

Direct acting 
Geared 2 to i 

>i 4 » ' 

>» 6 „ I - 

» 8 n I ■ 
» 10 » I - 
» 12 „ I - 

» 14 » I - 
» 16 „ I - 

Case V. (see Fig. 86).— Reijuired the size of cylinder for 
a hoist to raise 14 cwt. 50 feet, working pressure 45 lbs. per 
square inch. The hoist may be geared 6 to i, and the travel 
of the ram is then 8 feet - 4 inches. The height of the top 
of the cylinder h, above the valve k, is nearly 20 feet, corre- 
sponding to a pressure of 8.5 lbs., and the working pressure 
is 45 lbs. - 5 lbs. (for speed and valve friction)/- 8.5 lbs. = 
31.5 lbs. 

The hoist has to lift the load of 14 cwt. plus the weight 
left in the cage to bring it down empty, say 2 cwt., and the 
area of the ram 

16 X 112 X 6 100 
= - -^Y:^- - X ^^ =479 square mches, 

the corresponding diameter of which is 24.75 inches. 

The size of the rope wheels can now be fixed at 32 inches 
diameter. Suppose the cabin to weigh 14 cwt., and to be 
supported by four f inch ropes. The first step in the calcu- 
lation is to determine the efficiency of the ropes working 
over five 32-inch wheels upon 2j-inch pins. Consulting 
Table VII L, we find the efficiency of a g inch rope on a 
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30-inch wheel .99, which is also the efficiency of four ropes 
on the wheel. The efficiency of the sheave on the pin = .96. 
Therefore efficiency of the sheaves, rope, and pins of the 
hoist only = (.96 x .99)^ = .95^ = . 76. 

The next step is to ascertain how much of the cage weight 
must be left unbalanced to enable it to overcome the friction 
to descend empty. The overhead pulleys may be 32 inches 
diameter, and as the ropes only lap one quarter of the 
circumference on each, the efficiency of two pulleys is equal 
to the efficiency of one = .99, and the efficiency of sheaves 
on pins .96. 

Therefore, the weight to overcome this = 
{i-(.99X .96)} X weight of cage = .05 x 14X 112 = 78 lbs. 

Again, the cage has to overcome the friction 
of the pulley sheaves of the hoist, having an 
efficiency of .77. Then the weight to overcome 
this is (i -.77) X weight of cage = .23 X 14 X 112 =360 „ 

Finally, the cage has to pull the ram into the 

cylinder against the friction of its stuffing box, 

and, from Table IV., this 24 inches diameter ram 

90 1 00 
requires 90 lbs. to move it, so that > x — = 20 „ 



Total 458 lbs. 

It will be remembered the weight assumed in 
the trial ram was 2 cwt., whereas we require 
458 lbs. As this is the theoretical amount, we 
must increase it about 10 per cent., giving say 
5 cwt. Then we get for the load to be lifted 

14x112 = 1,568 lbs. 

Weight left in cage for descent, 112x5 - = 560 „ 
Extra pull required to overcome friction of 
top or overhead pulleys = 

(load + weight of cage) X .05 - -= 156 „ 



ToUl weight 2,284 lbs. 



Area of ram — 

2284 X 6 X 100 
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565 square inches, 



3»-5X77 
and correcting this area for the friction of the ram in its 

565 
stuffing box, ^^ — = 570 square inches, corresponding to a 

diameter of 27 inches. 

This would be a very uneconomical arrangement of hoist 
to adopt under the circumstances, but the case is cited to 
show how necessary it is to independently calculate the size 
of cylinder required for each case separately, and not trust 
to any table of efficiencies, as necessarily such tables can 
only give average results, thus causing the diameter of the 
cylinder in some cases to be much larger, and in other cases 
— as, for example, the above — much smaller than required. 



CHAPTER X. 

WORKSHOP AND FOUNDRY CRANES. 

Having fully discussed the various valves and lifts worked 
by hydraulic power, we now proceed to examine the hydraulic 
machinery used for lifting and conveying heavy weights. 

As a fitting commencement of our discussion, we take the 
hydraulic jack, as being one of the earliest adaptations of the 
principle of the hydraulic press to practical use. Fig. 94 is 
a section of the most common type of hydraulic jack. Water 
is inserted in the cistern or chamber A through the charging- 
hole B ; the screw is now replaced in the hole B, and the jack 
is ready for use. In working the jack, the head c or toe i) 
is placed under the weight to be raised, and the hand lever K 
is oscillated, causing reciprocation of the pump plunger f. 
The water in the chamber a passes into the pump barrel 
through the suction valve c, and is forced out through the 
valve H into the hydraulic cylinder i, thus causing the ram k 
to move outwards in relation to the cylinder carrying the 
head c and toe d. The ram k is prevented from moving too 
far out by the small hole l, which allows the water to leak 
from the cylinder i, so giving a signal that the ram has com- 
pleted its stroke. To lower the ram the thumbscrew m is 
loosened, letting the water pass back from the cylinder i to 
the chamber a. 

A few precautions should be observed in working the jack. 
If the water has been removed for the purpose of examina- 
tion or repairs, after refilling, the pumps should be given a 
few strokes with the screw m loose, to force water into the 
cylinder i, and so drive the air out. When the ram is in use 
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the air screw n must be slacked ; at all other times it should 
be screwed home. 

Experiments made at various times to ascertain the effi- 
ciency of the hydraulic jack give results that agree generally 
with what might have been anticipated by a theoretical 
investigation. The accompanying diagram (Fig. 95) shows 
the general results arrived at by experiment. The ordinates 
represent the pressures applied to the handle, and the 
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Fig- 95. 



abscissx the loads to be lifted. The full line or ** curve " 
gives the actual pressures required on the handle of a 
hydraulic jack, having a mechanical advantage of 64 to i 
when lifting various loads. The dotted line gives the pres- 
sures which would be required if there were no friction in 
the jack. An examination of the diagram shows that a 
pressure of about 3 lbs. is required on the handle when 
there is no load on the jack, showing that this amount 
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of pressure is required to lift the jack and overcome the 
friction. 

As the pressure to overcome these resistances will be a con- 
stant quantity no matter what useful load is being lifted, we 
can draw the chain line in the diagram parallel to the full 
line, and indicating the amount of energy lost on this 
account. It will now be noticed that there is a further 
loss to be accounted for, which commences at nothing for 
no load and increases regularly with the increase of load. 
This extra loss is entirely due to friction in the various parts 
of the machine due to the increased pressure on the handle, 
and consequently increased water pressure. The curve in 
the figure gives an efficiency of 75 per cent, at the full load, 
which may be taken as a fair average case in designing, 
though large jacks in very good condition will show an 
efficiency approaching 80 per cent. When lifting a quarter 
of the full load the efficiency falls to about 70 per cent, and 
for smaller loads the jack rapidly becomes an inefficient 
machine. It must be remembered that the loss of efficiency 
we have investigated above is not the total loss, as we have 
neglected the friction on the up stroke of the handle, also 
the leakage of the pump plunger and valves. 

We are now in a position to fix the diameter of the ram, 
length of lever, and diameter of pump barrel, so that the 
only remaining operation is to ascertain the mass of metal 
required in the various parts to give sufficient strength. 

The jack can be damaged by three principal strains, viz. : 
(i.) The load to be raised by the head may crush the walls 
of the cistern attached to the jack cylinder. (2.) The load 
to be raised may shear off the lifting foot at the base of the - 
jack cylinder. (3.) The load may be such that the pressure 
within the cylinder necessary to raise it may burst the walls 
of the cylinder. Now the crushing strength of the metal 
usually employed — viz., malleable iron or cast steel — is so 
high that the limits of casting actually ensure that the walls 
will be strong enough to carry the load. We employ, say, 
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cast steel, which will have an ultimate crushing strength of 
40 tons per square inch, or malleable iron, which will have 
an ultimate strength of 36 tons per square inch ; and wishing 
to make the cistern as light as possible for convenience in 
handling, we find we cannot get walls to be depended upon 
in castings which are less than j\ inch in thickness. Thus, 
if we take a 4-ton jack, our cistern is 3 J inches diameter, which 
gives us an area of 3.5 x 3.1416 x yV = 3-4 inches, to carry 
the load of 4 tons. Other considerations, of course, come 
in with respect to the arrangement of the metal ; but even 
then the limit of casting ensures us ample margin for safety 
in working. Similarly, too, the projecting foot, which may 
be sheared off, is subject to such a light load in proportion 
to its ultimate strength, that we require to consider chiefly 
the rough usage which may be given to this projection, and 
arrange a substantial foot for this, rather than for the actual 
load to be legitimately lifted by it. 

The bursting strain in the cylinder, however, we estimate 
with more care, seeing that the strain is one of tension instead 
of compression, and that our metal employed may not be 
equally strong in each case of straining. The diameter of 
the cylinder being 2 inches, we have a strain of 2 x jf pounds 
per square inch acting to burst the cylinder, while the metal 
resisting this bursting tendency is the thickness of the 
wall on each side ; the value of x being that produced by 
the pump and lever. The load of 8,960 lbs. has to be 
raised by the pressure given to the 2-inch ram. This 
amount we have calculated to be 11,636 lbs., and as the 
area of 2 inches = 3. 14 inches, the pressure per square inch 
Ijecomes 11,636 -^ 3.14 = 3,705 lbs. per square inch in 
cylinder; 3,705 x 2 = total bursting pressure within cylinder 
= 3.3 tons. 

Assuming the metal to be of steel, moderately good, and 
with an ultimate tensile strength of 38 tons per square inch, 
with a factor of safety of 5, we may put 5^^ tons per square 
inch upon the metal, so that the combined thickness of the 

walls of the cylinder should equal ^ = .6 of an inch. This 
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would make each wall ^ inch thick, a dimension which 
might give trouble in casting in the event of the core slightly 
shifting, so that ^ inch is allowed instead. 

We will next examine some of the more useful designs of 
workshop and foundry cranes. Fig. 96 shows a very con- 
venient form of wall crane. The ram a is fixed to the 
bottom of the crane post, and has a hole passing up its 
centre for the entry of the water. The cylinder b carries 




Fig. 96. 



the jib c, and moves vertically between the sides of the 
crane posts so lifting the load, rollers d e being fitted to 
reduce friction. The crane may be slewed through 180°, 
the water connection having a swivel joint for this purpose. 
The valves are placed apart from the crane in a position 
easily accessible to the workman. This type of crane is 
generally used to serve machine tools, and is made in sizes 
to lift from 5 cwts. to 10 tons with a rake up to 25 feet. 
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Fig. 97. 
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^ig- 97 shows a hydraulic foundry crane of a type intro- 
duced by Messrs Tannett, Walker, & Co. The large central 
ram a not only acts the part of a crane post, but has a water 
pressure always acting upon it by means of the difference of 
area produced by the reduction of the diameter at its lower 
part. The total upward pressure acting on this ram is 
sufficient to nearly balance the total weight of the crane. 
The two side rams b and c are of a sufficient size to lift the 
total useful load when brought into use simultaneously. For 
light loads one only of the rams b and c is used, the other 
being left open to exhaust. The slewing is operated by 
hand, the top part of the crane swinging round on the roller 
path D to reduce friction, while a balance weight e is added 
which reduces the strains in the crane and also the side 
friction. This type of crane is very much used in foundries 
and steel-works. 

Another type of crane used in steel- works has a central 
ram only which is large enough to lift the load and balance 
the weight of the crane as well ; this form is not by any 
means so economical as the one described above. 

For heavy foundry work, the crane as shown in Fig. 98 
is employed, having all motions operated by hydraulic 
pressure. The drawing represents a loton crane having a 
vertical lift of 8 feet, with a maximum rake of 20 feet. The 
rams are all fitted with multiplying chains and wheels, so 
that a short stroke of the ram gives the necessary lift to the 
load, or motion to the travelling carriage or crane, as the 
case may be. When water is admitted to the cylinder a, 
the ram is lifted, the motion being transmitted through the 
chain b, the travel of which is multiplied in the ratio of 
4 to I by the pulleys c. This motion is, however, halved 
by the block d, so that the travel of the weight to be 
lifted is jdouble that of the ram a^ The racking motion 
is performed by two small rams e r, arranged side by side, 
and having chains attached to the travelling carriage g. 
These rams are so arranged that when one is fully out the 
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Other is in. On admitting water to the one that is in, the 
carriage is travelled or racked along, the other ram being 
drawn in at the same time. The slewing motion is per- 




Fig. 99. 



formed by two rams h, placed at the back of the crane post, 
and similarly arranged to the rams e f, but much larger in 
diameter. These rams travel with the crane and act on a 
fixed w^heel i secured to the floor plate. All the valves are 
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placed on the side of the crane post, and are operated by 
an attendant from the foot-plate k. The dead weight of 
the crane and load is supported by live rollers. 

Other types of shop cranes are simply modifications of those 
described, arranged to suit special requirements. In auxiliary 
lifting appliances, the handy tool, shown at Fig. 99, is useful 
for light work, such as lifting weights into and out of lathes 
or other machines. The ram a is supported on rollers 
running on channel irons b, which may form the jib of a 




I 

Fig. 100. 



crane, or may be fixed over the machine to be served. The 
water is fed in through the walking pipe c, having swivel 
connections, the valves being placed near the machine to 
be served, and handy to the workman. The ram and 
cylinder are sometimes placed in a horizontal position. 
This form of lifter is very useful in connection with riveting 
machines, being used either to support a portable riveter, 
or the work to be riveted by a fixed riveter. 

The form shown in Fig. 100 is intended to be supported 
from a crane, and carries its own valves, the water being fed 
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to the valves by a spiral pipe. By the use of one of these 
the work can be much more quickly and accurately adjusted 
for riveting than if the large crane is to be operated each 
time. 

Fig. 10 1 shows a form of direct puller 
without any chain multiplying gear. 

The principle of water acting upon a 
ram or piston is so definite and constant, 
that it has been applied most ingeniously 
by Mr Duckham to suspended weighing 
machines. The application is one that 
has special advantages for crane or dock 
work, seeing that the amount of rough 
usage generally extended to such appli- 
ances is quite sufficient to damage any 
spring, and to damage any lever or 
elaborate mechanism. The attention 
given to this class of machinery is such 
that the gauges or standards are absolutely 
accurate. 

We illustrate the machine in section 
in Fig. 102. The construction of the 
machine we will now describe in detail. 
The cylinder is bored out perfectly true 
and lapped with emery to a fine dead 
polish, thus ensuring an absolutely smooth 
surface ; the piston rod b, with its plates 
and leathers, is then fitted, a is the 
hanging strap, b the piston rod, d the 
cylinder, c the space filled by the liquid. 
The indicator gauge screws into the 
cylinder, and a filling plug is also inserted 
in the cylinder, so that it may be filled with the liquid when 
desired. Oil is generally employed, although in cold climates 
glycerine is sometimes used. Leakage will not affect the 
correctness of the indicator upon the gauge unless the 
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piston actually comes into contact with the bottom of the 
cylinder, when it will, of course, cease to indicate until 




Fig. 102. 

filled. Re-filling is usually necessary about once a month 
when the machine is in constant use. 
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When a load is suspended from the piston rod of the 
machine a pressure is communicated to the liquid, which 
pressure is then transmitted to the indicating gauge for 
registration on the dial. The gauge is of the ordinary 
Bourdon type, having an elastic steel tube of a flattened 
form of transverse section at one end, and bent to present 
the figure of a circular arc. The effect of the pressure is to 
flatten the curvature of the tube and to cause the free end 
to move with an oscillatory motion; the free end of the 
tube has connected to it a rod which gives motion to a rack 
gearing into a pinion working the hand which indicates the 
pressure. These suspended hydraulic weighing machines are 
now used for dead Weights requiring indication up to within 
20 lbs., such for example as for weighing boilers, heavy 
goods, and large packages, where they have been found 
to be invaluable. 



CHAPTER XL 

WAREHOUSE AND DOCK CRANES. 

The importance of this branch of hydraulic machinery will 
be appreciated when we state that it was to the wharf crane 
that Lord Armstrong at first applied the hydraulic principle, 
the pressure being obtained from an elevated tank. The 
elevated tank, however, soon had to give way to the dead- 
weight accumulator. The success of the early Armstrong 
cranes was such, both from satisfactory working and saving 
in cost, that the system rapidly spread, until to-day it is 
almost universally employed for w^harf purposes. 

In some of the original designs internal packing was used 
in order to provide two powers to the crane ; this practice 
has now been abandoned, and all packing is external wher- 
ever possible. 

Fig. 103 shows a multiplying hydraulic jigger. This very 
useful and most frequently employed appliance has the 
advantage that it can be placed in any convenient position 
either inside or outside of a building, working vertically or 
horizontally, and the rope or chain can be led off to raise 
a cage or for use with a crane jib. A ram a works in the 
cylinder b, and has a set of pulleys attached to its head, a 
similar set being secured to the base of the cylinder. The 
lifting rope or chain is anchored to the cylinder, and passes 
alternately over the pulleys attached to the ram head and 
the cylinder base, and finally away to the load, thus multi- 
plying the stroke of the ram. In the illustration the stroke 
of the ram is 5 feet, which is multiplied 8 times, giving 
a lift of 40 feet, while the net load lifted after allowing for 
friction is i ton. If the ram is placed horizontally a slightly 
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larger allowance for friction must 
be made. (luide rods c are pro- 
vided to direct the ram a in its 
outward course, also to act as a stop 
when the ram has made its full 
stroke. The valve d is automatically 
closed at the ends of the stroke by 
the tappet rod e. 

As the loads to be lifted vary 
greatly, it is often desirable to have 
more than one power, and so save 
pressure water. There are two good 
ways of effecting this, which >ve 
will describe. By the first method 
the cylinder is made larger in bore 
than the diameter of the ram to lift 
light loads, and a second ram is 
used, made in the form of a tube, 
and carrying a stuffing box through 
which the smaller ram works. This 
tubular ram has no base, so that 
the water has access to both rams. 
The outer ram works in a stuffing 
box on the cylinder in the usual 
way. Now if both rams be left free 
to move when the water is applied, 
the lifting effort will be that due to 
the combined area of the two rams, 
or in other words, to the area of a 
circle having a diameter the same 
as the ram working through the 
outer stuffing box. This constitutes 
the higher power. For lifting light 
loads the tubular ram is secured in 
its lower or in position by a pair of 
claws which are passed over its upper 
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edge, so that the water pressure is only free to operate the 
smaller ram. £y the second method three equal-sized rams 
working in three cylinders placed side by side are all attached 
to one common head carrying the rope pulleys. By passing 
pressure water to all three rams, the maximum load is lifted. 




Fig. 104. 



whereas if the central ram be opened to exhaust the remain- 
ing two will lift two-thirds of the maximum load. For very 
light loads the central ram only is used, the other two being 
open to exhaust. 

Fig. 104 is an illustration of a crane suitable for use in 
railway goods sheds, and for general loading and unloading 
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purposes. The lifting is performed by a multiple jigger of 
the type already described, while the slewing is operated by 
two small rams placed under the floor, which alternately 
pull a chain which is anchored to a pulley upon the pillar. 
The valve levers are placed at the back of the crane. 

Another very common type of warehouse crane is the 
wall crane used for loading and unloading ships. These 
cranes are fitted with long jibs having a derricking motion 
operated by a hydraulic ram, also a slewing motion of 180", 
so that one of these cranes can serve a wide frontage of the 
warehouse. 

It is often convenient to employ a travelling wharf crane, 
such as shown in Fig. 105, which is of the bridge type, 
having an opening large enough for a railway truck to pass 
through. The pressure water is supplied from stand pipes 
or hydrants by walking pipes. The arrangement will be 
readily understood from an inspection of the drawing. All 
valves are contained in the cabin. 

In another type of travelling wharf crane the base is 
made short without the bridge, but in all other respects the 
design is similar to the one illustrated in Fig. 105. These 
travelling cranes should always be provided with rail clips 
to grip the rails, and so steady the crane when lifting heavy 
loads. Screw blocks are also provided on heavy cranes to 
relieve the axles of the load. 

Fig. 106 illustrates a large dock crane capable of lifting 160 
tons through a height of 50 feet, with a direct puller of the type 
already shown in Fig. 101. For lifting lighter loads of 35 
tons a 3 fall chain block is used, operated by a hydraulic motor 
or ram and cylinder. The chain passes between pocketed 
or pitched chain rollers on the motor, and is then deposited 
in a well. The slewing is performed by a hydraulic motor, 
which drives a vertical shaft carrying a pinion wheel gearing 
into a large circular rack. When it is intended to use the 
chain hoist the large hydraulic cylinder is drawn into an in- 
clined position by a chain attached to a hydraulic capstan. 

N 
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The valve of the large cyhnder is operated by a man stand- 
ing on the elevated platform ; all the other movements are 
operated from the cabin. The pressure water is supplied 
from a plant of machinery separated from the crane. 




Fig. 105. 



We will close our remarks on cranes with a caution 
respecting shock due to the too sudden closing of valves. 
If a load is being raised or lowered it has velocity, and there- 
lore kinetic energy ; now this energy must be absorbed in 
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doing work before the load can be brought to rest. The 
only means we have at our disposal is to close the valve, and 
so cause a rise of pressure in the hydraulic cylinder. As 




Fig. 106. 



water is only very slightly compressible, the load must be 
almost at rest by the time the valve is closed if there is no 
relief valve. A knowledge ]of the laws of moving bodies 
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tells us that the less time taken to arrest motion the greater 
is the force or pressure required, so that in reducing the time 
by closing the valve quickly we greatly increase the water 
pressure, and a cylinder may thus be broken. By inserting 
a shock valve either opening to the accumulator pressure or 
controlled by a spring, we ensure that the pressure in the 
cylinder can never rise above some fixed amount. 



CHAPTER XII. 

HYDRAULIC ACCUMULATORS. 

Hydraulic power is generally employed in an intermittent 
manner, and when the pressure is produced by mechanical 
means, the demand upon the pumping machinery is fre- 
quently very great, while at other times it may not be 
required at all for some period. It is thus evident that if 
the water were to be used direct from the pumps, they 
would have to be of sufficient capacity to meet the utmost 
demand, and to be capable of giving the maximum quantity 
required at all times and periods ; so that, in fact, an im- 
mense waste of energy would result, owing to the diminished 
conditions requiring a diminished supply from the pumps. 

Thus, supposing for example that a lift and a press are to 
be supplied with hydraulic pressure by means of a pumping 
engine, and that the lift requires loo gallons and the press 
60 gallons per minute, a pump must be employed capable 
of meeting this double demand, and must supply 160 gallons 
of water per minute. But the lift will not require the water 
more than once in every five minutes, while the press will 
require to be supplied once only in every ten minutes, when 
working at its greatest possible speed. This united demand, 
then, requires in one minute out of every ten that 160 
gallons of water at full pressure shall be supplied with 
promptitude and certainty ; but for nine minutes out of 
every ten this amount would be considerably in excess of 
the actual needs, seeing that during every five minutes an 
absolute cessation of delivery to the lift and the press is 
thus secured for a period of four minutes. The average 
amount of water that could be supplied, provided means 
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were at hand for storing up the quantity ready for ihe full 
demand, we can determine very easily. During every ten 
minutes the lift will have made two strokes, and in so doing 
will have consumed each time loo gallons of water. In the 
same time the press will have required 60 gallons of water. 

Thus 260 gallons of water will be required in that time, so 
that, if the pumps can be allowed to run constantly, they 
can be set to work with a delivery of 26 gallons per minute 
theoretically. But to provide for leaks or waste we require, 
say, 25 per cent, above this amount, and thus supply 32 J 
gallons per minute for the duty named. 

The simplest way of storing up this water is to erect a 
tank at a height sufficient to give the required pressure by 
the weight or head of the water column alone. This arrange- 
ment is frequently and generally adopted for hydraulic lifts 
in warehouses, hotels, and lofty buildings. The water used 
upon such premises for this purpose is usually pumped up 
over and over again, so that a large amount of water is not 
required, as the water escaping from the lifts discharges into 
one common tank, from which the pump draws it again. 
As soon as the water rises to its determined height within 
the tank, a ball or other valve closes the delivery pipe, 
and the pumps stop ; and when the water level falls, they 
again start automatically. With this kind of demand it is 
absolutely essential that the pumps should start off without 
any dead centre to be overcome or met, and it is found that 
no pump will maintain this supply, stopping and starting even 
after standing for a length of time, so well and so eflectually 
as the Worthington. The advantage of employing a tank 
for such work as that of supplying a lift is obvious from the 
fact that water may be pumped up in the daytime, ready 
for any demand which may be made during the night, while 
the pumps are themselves not at work. 

When pressures such, for instance, as 700 lbs. to the inch 
are employed, it becomes quite impracticable to adopt a tank 
or a water tower, seeing that a column to give that pressure 



HYDRAULIC ACCUMULATORS. 



199 



would need to be 1,610 feet high, and pressures as great as 
3 tons to the inch of course could not be .provided for 




Fig. 107. 

at all in this direction. In such cases accumulators are 
employed, and assume generally the form of a vertical 
cylinder, fixed at one end, as illustrated in Fig. 107, and 
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Fig. 108. 
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free at the other, having a ram or plunger working through 
a stuffing box and gland, or through a gland and leather 
cup packing, as indicated in Fig. io8. The hempen packing 
is the best, owing to its being more easily renewed, but 
great friction is often induced by such glands being too 
tightly screwed down. The ram or plunger carries a load, 
which, in the example illustrated, is made up of cast-iron 
weights of circular form, which are suspended from the head 
of the ram cap by means of long bolts passing through them. 
Instead of cast-iron weights, where space is not so valuable, 
a tank or vessel, as shown in Fig. 109, is carried by the 
bolts passing down from the ram cap, either in a truly 
vertical form, or inclined so as to obtain a more central or 
distributed support for the load. Within the tank all kinds 
of material in loose form, such as slag, stones, bricks, etc., 
are thrown to make up the amount necessary to give the 
required pressure upon the ram, in order that it may store 
up the work that the pumps are doing. 

The accumulator should be placed as near to the pumps 
as possible; and if the system of pipes supplied is very 
extensive, it is often desirable to place another accumulator 
in some position where it may be of most service in taking 
up quickly any sudden demand that may be made upon 
the pipes. The load of the accumulator is made to strike 
against a stop when quite up, so that as soon as it is lifted 
to the full height the water cannot escape from the pumps, 
and they are compelled to stop until the reduction of the 
pressure by the draught of water permits them to start again. 
The weights are sometimes arranged to act upon a rod 
which hqs a collar attached at any desired point, so that 
when the weights or the tappet oar strikes the collar the 
valve is closed, the steam supply shut off from the pump, 
or the belt driving the pumps is thrown on to the loose 
pulley. When the weights fall away from the collar by 
reason of the draught of water from the accumulator, the rod 
controlling the valve or the belt also falls by its own weight. 
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or under the influence of an added weight. Thus so long 
as the accumulator ram is not up to its full stroke the pump 
will continue to supply water, and will stop when the full 
stroke is reached. 

When the pressure is very slight, and only a small quantity 
of water is required, a plain ram, as shown in Fig. 107, 
would not be suitable, on account of the small diameter 
that would be required. Again, when only a small quantity 
of water under high pressure is required, a small ram, 
heavily loaded, might not be possible. In these cases a 
diflerential accumulator, as shown at Fig. 108, is employed. 
These accumulators are used with great success by Mr 
Tweddell in connection with his hydraulic riveting machines. 
The ram in the ordinary accumulator (Fig. 107) is free to 
rise in the cylinder, and carries with it the weight. The 
cylinder rests in the bottom or base plate, which is securely 
bolted to the foundations. There is only one gland, and 
that at the top end of the cylinder. Assuming the ram to 
be 6 J inches diameter, the area of which is 38.18 inches, 
and the pressure upon the water to be 700 lbs. per square 
inch, then the load, together with the weight of the ram, 
must exceed 33.18x700 = 23,226 lbs.; whereas, with the 
differential accumulator, as illustrated in Fig. 108, the same 
load of 10 tons 7 J cwts. is acting upon an annular area 
obtained from the diflerence of the two diameters, viz., 
7^ and 6^ inches. 

Thus — jh in. diamtter = 44.i7 in. area, and 
6i „ =3318 „ 



Net area, say= ii.o in. 

21226 
Pressure per square inch = *^ =2111 lbs. 



II 



Similarly, if only a light pressure of 700 lbs. per square 
inch is required from the differential accumulator, then the 
load must include the weight of the moving cylinder, which 
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has two stuffing glands, one over each part of the ram, as 
indicated. The weight then upon the column or ring of 
water within the cylinder will be 700 x 11 = 7,700 lbs., as 
against 23,226 lbs. in the simple accumulator. 

The cylinder of the differential accumulator in Fig. 108 is 
in reality the load plate in addition to the water cylinder. 
Chocks of timber are provided for the weight to rest upon 
when right down and not in use. Fig. no illustrates a fixed 
cylinder type of differential accumulator, the moving ram 
working through two packed glands, and a pit being formed 
beneath the cylinder for the ram end to work within. 

Spring-loaded accumulators have been adopted in some 
cases, but their range is too narrow to require our giving 
any attention to their construction. 

In hydraulic installations it is frequently desirable to pro- 
duce a very heavy pressure beyond the ordinary working 
pressure of the power mains, or beyond the working pressure 
of the machines, such increased pressure being to give a 
final squeeze in connection with pressing operations or in 
connection with riveting plants. 

A convenient manner of producing this increased pressure 
is by means of an intensifier which, in its simplest form, is 
arranged as a piston working within a cylinder, the piston 
rod passing through a gland-packed cover, and working in 
a smaller cylinder carried above the main cylinder. The 
water from the main is admitted underneath the piston in 
the large cylinder, and the whole pressure upon it is trans- 
mitted by the piston rod or plunger on to the water within 
the small cylinder, the difference in area of the main piston 
and the piston rod or plunger giving the difference in 
pressure between the supply main in the lower cylinder, 
and the intensified main delivery from the upper cylinder. 
After the water has been withdrawn from the intensifier 
cylinder, and used in giving the final pressure, the main 
cylinder valve is opened to the exhaust, and the water 
from the intensifier main connection is returned into 
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the upper cylinder, 
forcing downwards 
the main piston in 
the lower cylinder. 

Fig. Ill illustrates 
an intensifier for use 
with a water pressure 
of 750 lbs., the water 
from the mains enter- 
ing the lower cylinder, 
and forcing upwards 
the hollow ram work- 
ing upon the upper 
fixed hollow plunger. 
The intensified pres- 
sure from within the 
hollow ram and the 
hollow fixed plunger 
guide is delivered 
through the connec- 
tion shown at the 
upper end of the 
fixed ram, while the 
supply main connec- 
tion is shown near 
the base block of the 
outer cylinder. The 
ratio of areas of the 
main ram and the 
hollow fixed ram or 
plunger gives the 
degree of increase 
of pressure produced. 
The use of an in- 
tensifier of this type 
in London, where 
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the main ram was 15 J inches diameter, and the fixed 
ram 6 inches diameter with a stroke of 13 feet, in a manu- 
factory for making lead pipes, displaced steam of about 
15 h.p., and the cost from the public supply mains com- 
pared favourably with the old system, notwithstanding the 
fact that steam power was still in use for other purposes in 
the same manufactory. 
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CHAPTER XIII. 

PRESSES FOR BALING AND OTHER 
PURPOSES. 

Although the principle of this class of machinery was first 
stated by Pascal, it was some one hundred and fifty years 
later ere Bramah usefully applied it to the construction of a 
press. Pascal's statement has been given in full in Chapter 
I., and amounts to saying that the pressure on a piston is 
directly proportional to its area. 

Bramah's closed vessel consisted of a pipe having attached 
to one end a pump barrel, which formed the smaller cylinder, 
and to the other end a large cylinder containing a ram, and 
having a cup leather packing, then for the first time used. 
The large cylinder had four tension bars attached to it 
which supported a head or table, and the ram carried a 
similar table or platten. On placing articles on the plalten, 
and operating the pump, a multiplied pressure was given to 
the article placed on the platten. The modern baling press 
is a repetition of Bramah's apparatus on an enlarged scale. 

The very general use of the hydraulic press, in one form 
or another, warrants special attention being given to the 
construction and details of the parts required for particular 
purposes. Presses are employed for compressing fibrous 
material, as cotton, wool, esparto grass, peat moss, etc., into 
small bulk for shipment; for extracting oil and essences 
from seeds or roots, for embossing paper and printing lino- 
leum, also for sheet metal working and forging operations. 

Baling presses are generally provided with a wood or iron 
box mounted on wheels and having a loose bottom. The 
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material is packed tight by hand in this box, which is then 
placed in the press, and the ram pumped out, forcing the 
loose bottom upwards, and compressing the material. For 
the greater part of the run out of the ram but little pressure 
is required, as the material offers only a slight resistance, but 
after the ram has run out about four-fifths of the height of 
the box, the pressure rapidly increases owing to the great 
resistance of the material to further compression. 

An inspection of Table X., which gives the pressures 
in tons per square foot of platten or bottom of baling box 
to bale cotton, wool, hay, and esparto grass to a given weight 
per cubic foot, reveals the rapid increase of resistance to 
compression of these materials after the ram has run out 
four-fifths of the box. 

Table X. 

Presses for Baling : Pressure in Tons per sq. ft. of PLArrEN 
TO Bale Material to the Weights given. 



Weight in Pounds 


Cotton. 


Wool, 
Slightly Greasy. 


Hay. 


Esparto 
Grass. 
















per Cubic Foot. 


■|'i 
<2<5 


1 


II 


1 


II 


1 




1 


80 


20 


350 


18.82 


250 










70 


17.5 


180 


16.47 


140 








... 


60 


15 


too 


14.11 


70 


12 


60 






50 


12.5 


50 


11.76 


35 


10 


3" 


10 


80' 


40 


10 


25 


9.41 


"5 


8 


14 


8 


30.3 


30 


7.5 


10 


7.05' 6 


6 


5 


6 


'5-5 


20 


5 


3-5 


4.7 i 225 


4 


'.5 


4 


2.25 


'5 


3.75 


1.8 


3.5 i'5 


3 


.67 


3 


•9 


10 


2.5 


I.I 


2.37 1 .6 


2 


•3 


2 


•3 


Weight in Pounds 
















per Cubic Fool, 


4 




4.25 ... 


5 


... 


5 


... 


Hand-packed. 






' 






' 



The baling box should be ij inches less in length, 
breadth, and height than the size of bale required. The 
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pressures in the Table are for the compression only, and an 
allowance for the friction of the material against the sides of 
the baling box must be added. For bales of 40 lbs. per 
cubic foot and under add 25 per cent, to the above pressures, 
and for heavier bales add 40 per cent. 

Large baling presses are usually supplied with hydraulic 
pressure pumps driven by steam power, and, as the available 
power is constant, while the work to be performed varies 
greatly, many arrangements have been tried for saving time, 
although the one usually adopted consists of a battery of 
pumps arranged in groups. The pumps are all set to work 
during the earlier part of the stroke, thus driving out the 
ram at a rapid rate. When the pressure rises, so that the 
work done by the pumps is the maximum available from the 
steam plant, one group of pumps is automatically tripped or 
put out of action in a manner to be described in Chapter 
XVL The remaining pumps continue to work until the 
further rise of pressure causes the power to reach the maxi- 
mum, when another group of pumps is tripped. This 
tripping is continued until the last group of pumps only 
remain, and these are so proportioned that they trip when 
the bale is of the required density. By properly proportion- 
ing the pumps the ram can be driven out in the shortest 
space of time possible for any number of pump plungers 
and power available. We will illustrate this fact by first con- 
sidering the case where only two pump plungers are used. 

In the case of a pump having two or any other number of 
plungers, the smallest plunger is fixed in size by causing it 
to absorb the maximum power available when on the point 
of tripping. The remaining plunger may be given any size, 
and must be arranged to trip out when such a pressure is 
reached that the two plungers working together absorb the 
maximum power available. There is, however, a size for 
this larger plunger, which will cause the ram to travel out 
in the shortest time. As the equations to the curves of 
pressures for the different materials are unknown, it is im- 
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possible to give an equation for finding the size of the larger 
plunger; the graphic method in Fig. 112, however, gives 
very close approximations to the truth. Fig. 112 represents 
the curve of pressures for baling hay to a weight of 50 lbs. 
per cubic foot, or to a bulk of one-tenth that of hand-packed 
hay. A B represents the length of the baling box filled with 




Fig. 112. 

hay, A c the stroke of the ram, and c b the final depth of 
the bale of hay. The curve a m F j d is the curve of pres- 
sures per square inch of pumps drawn out to a scale making 
c D equal to a c. This curve is ascertainable from Table 
X. Complete the square a c D £, and join e c, cutting 
the curve in f, and draw the vertical f g, then f g represents 
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the pressure per square inch at which the larger pump must 
trip. This pressure being known, the combined area of the 
two pump plungers can be fixed such that the total available 
power is absorbed at this pressure. The size of the smaller 
plunger being already fixed, the larger is ascertained by 
subtraction. 

If three pump plungers are to be used, the pressures at 
which the two larger must trip can be found by drawing the 
diagonals l m, h j so that the area of the square a c D £ is 
divided into three equal parts, or 

from which A L may be found. The diagonals l m, h j 
having been drawn, the verticals m n, j k give the pressures 
at which the pumps must trip. The sizes of the plungers 
are now ascertained by finding the combined area of the 
small and medium plungers, at the pressure j k, to absorb 
the maximum available power, from which area the size of 
the medium plunger is found, as before, by subtraction. 
In the same way the combined area of the three plungers 
is found for the pressure m n, and the size of the largest 
ascertained by subtracting the combined area of the other 
two. 

An example will render the process more clear. Hay is 
to be baled to a weight of 50 lbs. per cubic foot, and the 
press is to be worked wiih a maximum pressure of 2 tons 
per square inch. The maximum available power is 3J 
horse-power. Referring to Table X., the weight of hand- 
packed hay is 5 lbs. per cubic foot. When compressed to 
50 lbs. per foot, the space occupied will be one-tenth, or 
the ram must travel nine-tenths up the baling box. a b and 
A c can now be laid down, making c b one-tenth of a b. 
Construct the square a c D E, and draw the curve of pres- 
sures, making c D represent 2 tons. Draw the diagonal e c, 
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and scale off f g, which in this case is .217 ton. The sizes 
of the plungers may now be settled. 

3 J h.p. = 33000 X 3.75 = 123,750 foot-lbs. per minute. 

Efficiency of pumps, say .66. 

Energy available = 123750 x .66 = 82500 foot-lbs. per minute. 

The velocity of the plungers may be anything up to 
50 feet per minute. In the case under consideration the 
small plunger may be made i inch diameter, and its travel 
in feet per minute will then be 

82500 

-^ ^ =23.16 feet. 

.7854 X 2 X 2240 "^ 

• A I -inch plunger working against a pressure of 2 tons 
per square inch requires to travel through 23.16 feet to 
develop 82,500 foot-pounds of energy. As the plungers are 
only single acting, the actual velocity of the plunger becomes 
23.16x2 = 46.32 feet per minute, which is under 50 feet 
velocity. The stroke and consequent number of revolutions 
may be settled last. 

The size of the larger plunger may now be ascertained. 
Let A be the area in inches of the larger plunger — 

(.7854 + A).2i7 X 2240 X 23.16 = 82500 foot-lbs. 

A = 6.68 square inches. 

3 inches diameter = 7.07 inches area. 

Therefore we may use a 3 inches diameter plunger tripping at 
a pressure of 450 lbs. per square inch, and a i inch diameter 
plunger tripping at a pressure of 2 tons. 

By adopting a stroke of 4 inches, the number of revolu- 
tions per minute of pump shaft is 

23.16 X 3 = 70.08 revolutions. 

The large ram of the press must be proportioned to give 
a pressure of 31 tons per square foot of platten, with an 
addition of 40 per cent, to overcome friction of baling box, 
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and 2 tons for stuffing box friction, making a total of 45 tons 
per square foot of platten. 

If three plungers had been desired, the smallest would 
still be the same size — i inch diameter. The two larger 
ones are found by drawing the two lines l m, h j in ¥ig, 112, 
as directed, and scaling m n, j k. 

JK =.48 tons per square inch. 
MN = .o62 „ „ 

The area a of the middle plunger is found as before, but 
for a pressure of .48 tons. 

(.7854 + A).48 X 2240 X 23.16 = 82500. 

A = 2.53 square inches. 
I J inches diameter = 2.40 inches area. 

The area b of the large plunger may now be found — 

(B+.7854 f 2.4o).o62 X 2240 X 23.16 = 82500. 

B = 22.47 square inches. 

5^ inches diameter = 21.64 inches area. 

The plungers to be used are 5 J inches diameter tripping 
at 132 lbs. per square inch, i| inches diameter tripping at 
1,085 lbs. per square inch, and i inch diameter tripping at 
2 tons per square inch. 

If in designing the 5 J-inch plunger gives trouble and re- 
quires a wider spacing of the cranks than is necessary for the 
strength of the crankshaft, the stroke may be increased to 
6 inches, and the diameters of plungers reduced accordingly. 

4 inches increased to 6 inches. 

I in. diam. = . 7854 area reduced = . 7854 x | = . 52 in. area = }§ in. diam. 
1} „ =2.40 „ =2.40 xi=i.6 „ =ii „ 

Si ,, =21.64 „ =21.64x^ = 14.42 „ =4j „ 

Fig. 113 represents the usual form of hydraulic press, 
having a cylinder a of cast iron or steel, the latter being much 
in request for presses for export, as the weight is then only 
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about one-third. The cylinder has a U leather packing d 
and ram c, and rests on the faced edge of the base plate d. 
The head e of the press is attached to the base d by bolts, 
or pillars f, usually four in number. The ram carries a 
platteh G, on which the article to be pressed rests. Water 
is admitted to the cylinder at h. Instead of the pillars F 
being made, as shown, with a nut at each end, they are 
sometimes made with two forged collars at each end, and 
the bosses of the head and base are split to receive them, 
and fitted with caps bolted on. The platten is guided by 



rrf ! 



^ 



I 

I 




Fig. 114. 

the bars f, and has its corners curved to fit the bars, or 
sometimes slipper guides are bolted to the platten to increase 
the rubbing surface. 

Suitable thicknesses for the cast-iron rams are given in 
the following table : — 



Diam. of Ram in ^ g 
Inches. 



lliickness of Ram j 1 j | .1 
in Inches. 1 



10 12 I 14 



2^ 



16 



2i 



18 



2h 



The pillar f is shown in detail in Fig. 114, and the sizes 
are given in Table XL (next page). 
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Table XI. 

Sizes of Wroitgiit-Iron Bars for Presses. 
4 Bars to a Press. 







A 


















Press 




For length of 


















Test 


- 




- 
















Load. 






















i' to 4' 


4' to 7' 


7' to 10' 


10' to 13' 


u. 


C. 


D. 


E. 


F. 


G. 


H. 


Tons. 


In. 


In. 


In. 


In. 


In. 


In. 


In. 


In. 


In. 


In. 


In. 


lO 




14 


l| 


... 


I^ 


IS 


2i 


2 


* 


1 


•1 


20 




H 


U 


... 


ll 


• i 


2| 


2 


J 


J 


>1 


30 




l\ 


I J 




•i. 


M 


2i 


2,», 


* 


1 


III 


40 




IJ 


2 


i'i 


n 


■ i 


25 


2i! 


J 


■4 


60 




2 


2k 


24 


ii 


2 


3i 


3.'« 


i 


N 


• 1 


8o 


2I 


2i 


24 


2i 


21 


2i 


31 


3.". 


7 


t 


2j 


100 


2S 


2h 


25 


3 


23 


2i 


3i 


3J 


I 


^ 


2iS 


ISO 


2'^ 


3. 


31 


3i 


2'J 


2j 


3J 


4,'. 


I 


I 


2* 


200 


3i 


3i 


3i 


3i 


31 


35 


4 


4!l 


I 


I 


31 


300 


4 


4 


4 


4i 


4 


41 


58 


6 


I 


I 


4 



Fig. 115 is a plan of the usual form of press head. The 
stres.ses occurring in the head vary according to the manner 
in which the load is distributed, and are worthy of investi- 
gation. 

In any manner of loading in which the centre of pressure 
of the load coincides with the centre of the head, or at the 
intersection of G H, N O, the load is equally distributed to 
the four pillars at ABC I), and if , VV represents the total 
load or pressure on the head, each pillar carries a load of 

VV 

— . Whatever share of the load is carried by the ribs EF, 

4 

GH, IK, and LM, NO, PQ is transmitted to the four side 

ribs AD, BC, and AB, CD, which in turn transmit the load 

to the pillars. As the four ribs AD, BC, AB, CD, each carry 

W 
an equal load, that load is evidently — . 

4 
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Four typical methods of loading have been selected for 
investigation, and any others may be considered as similar 
to one or other of these with sufficient accuracy. 




Fig. 115. 



These four methods of loading are : — 

(i.) Load distributed over the whole press head within 

the centre lines A B C D. 
(2.) Distributed over the area bounded by the line R. 
\3v >> •> >> •> ^' 

(4-) n ii » >i T. 
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In all these cases the load W may be divided into two 

W . . . . 

parts — ; one of which is supported by the ribs running in 

2 

one direction, as AB, EF, GH, IK, DC; and the other by 
the ribs at right angles to these, as AD, LM, NO, PQ, BC. 

In (i) the load ^carried by AB, EF, GH, IK, DC is 

2 

divided up as follows : — 

i6 8 8 8 ' i6 2* 

and a similar load is carried by the remaining bars, so that 

W 

AD carries a load of — . 

i6 

AD also carries half the loads of EF, GH, IK, so that 
the total load on AD is — 

—- + --+ +— = as above stated. 
i6 i6 lo i6 4 

The bending moments may now be expressed : — 

forAD = 5WL 

128 

forEF, GH, orIK = ^^. 
64 

The load on AD is not evenly distributed. 

W 

In (2) the load — is carried by EF, GH, IK as follows : — 

2 

w w W^W 
6 66 2 ' 

Half of these loads are carried by AD, or — 
12 12 12 4' 
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The bending moments in this case are : — 
for AD = , 

forEF, GH, orIK = ^. 
48 

\V 
In (3) the load — is carried by EF, GH, IK, as follows : — 
2 

w w W^W 

8482' 

Half of these are carried by AD, or — 

W W W^W 
16 8 16 4* 
The bending moments are : — 

forAD = 3WL, 

64 

forEForIK = ^-li:^, 
64 

r ^„ WL 

for GH= . 

32 

W 

In (4) the load — is carried by GH — 
2 

2 2 ' 
Half of this is carried by AD — 

4 4* 
The bending moments are : — 

for AD=-— -, 
16 

forGH = ^gH 
forEForIK = 
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The section of metal required may now be determined. 
The flat plate of metal forming the face of the head is made 
of the same thickness of metal as the ribs, and may be 
included in taking out the sizes. 

By first neglecting the flat plate each rib may be deter- 
mined as a rectangular section by equating its bending 
moment to the moment of resistance of a rectangle. Thus 
for AD in (i)— 

5WL_My 
128 6 

where b is the width of the rib, h the height, and /the stress 
to which the metal is to be subjected. If L is in feet, b and 
h must also be in feet, and if w is in tons, /must be in tons. 
By selecting values for b and / and solving this equation, 
the value of h can be found ; it is usual to fix values for b 
and / and if h is unsuited, b must be varied and another 
value found for //. 

These values being settled, the correct height //j of the 
head can be ascertained as follows : — 

Let r be the distance between the ribs. 

Then/,. = ^ + ^+l 
2 4r 2 

To avoid difficulties in casting it is usual to find the 
dimensions of the strongest rib, and make the others of the 
same dimensions. 

The formulae have been worked out for square heads 
with three intermediate ribs. They are, however, applicable 
to any rectangular head with not less than three intermediate 
ribs, and having the load distributed over a rectangle having 
the same ratio of sides as the head. 

Fig. 116 represents a baling press and box complete. 
The cylinder a, containing the ram carr)'ing the platten b, is 
carried by the base c, which in turn is connected to the head 
D by the bars e. (iuide rails f are attached to the bars e 
and supported at G. The baling box h runs on grooved 
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Fig. 117. 
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wheels resting on the rails f. The bottom of the baling 
box consists of a piece of grooved hardwood resting on a 
ledge or fillet. The cotton or other material to be baled is 
packed in the box h by hand, and the box is then drawn 
into the press by revolving the 
handle 1 which causes the chain 
K attached to the baling box h 
to travel, and so move the box h. 
The front of the box h is cut 
away at the top to clear the hard- 
wood block M on the press-head. 
When the box is central over the 
ram, the water is pumped into 
the cylinder a, and the platten b 
passed up inside the box h carry- 
ing the hardwood bottom with it. 

When the baling operation is 
completed, the hinged doors n 
and o of the baling box are 
opened, and the box h withdrawn 
by turning the handle i. The 
upper part of the baling box h 
has three of its sides hinging out- 
wards to allow of the expansion 
of the bale on the pressure being 
released. 

The box h having been re- 
moved from the press, the doors 
N and o are closed and refilling 
commenced. The bale in the 
press is at the same time hooped 
with iron bands which are passed 
through the slots in the hardw^ood blocks, and secured 
round the bale by riveting or other suitable means. 
The ram is now lowered into the cylinder, and the bale 
removed. 




Fig. 118. 
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Fig. 117 represents a dumping press which is made in 
exactly the same way as the hydraulic presses already noticed, 
but in place of the baling box it is supplied with steel bars 
<j, a, <j, of strong T section. The bars are usually hinged at 
the base, and fitted with a draw-pin at the head of the press. 
The material is lightly baled in up-country districts in screw- 
power presses, and when brought to the quays is pressed or 
dumped to the requisite size for shipment in a press of this 
description. 

Fig. 118 represents one form of hydraulic oil-press suit- 
able for extracting oils or essences from seed and noots. 
The press is precisely similar to a baling press in the main 
features, but has a series of hanging plates or platforms 
equally spaced as shown. The seeds or roots are placed 
in flat canvas or horse-hair bags, which are placed on the 
plates, and the press is then operated. The oil or essence 
escaping trickles off the edges of the plates, and over the 
down-turned edge of the platten into the flat tank a, where 
it is run ofl" by the pipe b into suitable vessels. 



CHAPTER XIV. 

.SHEET METAL WORKING AND FORGING 
MACHINERY. 

It was about the year i860 that the hydraulic press was 
first practically used for the forging of ingots for big guns 
at Messrs Whitworth's. About the same time the English 
engineer in charge of the Vienna locomotive shops intro- 
duced a hydraulic press for forming the various details of 
locomotives and railway stock. The work done was of a 
varied nature, including forging in closed dies, punching, 
and drawing out and dumping operations. 

Needless to say, there was the usual prejudice to the new 
tools and methods, but their superiority was evident to lead- 
ing engineers, so that at the present time the hydraulic press 
is almost solely used for large work, whilst its popularity for 
small work is rapidly increasing. 

Before passing to the hydraulic machine tools proper we 
will notice a small hand-worked punching bear illustrated in 
Fig. 119. The punch is attached to a ram a fitted with a 
cup leather, and working in a cylinder b formed in the main 
frame of the bear. The cylinder is surmounted by a water 
cistern c containing a pressure pump worked by a hand 
lever d. When the pump is worked water is forced into the 
cylinder b, so driving the ram down and forcing the punch 
through the metal. To raise the punch clear of the work 
the thumbscrew e is loosened, and the cam f attached to 
the lever g is operated, thus driving the water back into the 
cistern c. 

We will now consider the usual types of forging presses in 
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use. Fig. 1 20 gives a general idea of the arrangement of a 
large forging press. The cylinder a, carrying the ram b, is 
supported by two or four vertical columns c, secured to the 
base D, which carries the anvil or bottom die. Two cylinders 
E F are fixed to the press, and are always open to the pres- 
sure water, so that when the large cylinder a is open to 
exhaust, the pressure acting on the rams g h drives the ram 




Fig. 119. 

B up, thus the press is controlled by one valve only. In 
many designs of press the drawback cylinders e f are placed 
the reverse way up, and are secured to the large head cast- 
ing, being then provided with tension rods to lift the ram b. 
Arrangement of minor points must, however, be governed 
by circumstances, as if the press is too lofty it will interfere 
probably with the passage of overhead travelling cranes. 
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When four columns are used, they are so disposed as to 
keep the press as narrow as convenient in one direction, so 
that the tackle for handling the forging may be brought as 
close as possible to the dies. Various methods are adopted 
for securing the head to the columns ; in the press shown 
the head rests on a collar or neck formed on the column, 
and is secured by a nut. In 
another method the column 
has two collars formed near 
each end, and the head and 
base castings have bosses 
bored out and fitted with 
caps; the column is in- 
serted and the cap bolted 
on. 

In some presses provision 
is made for altering the 
depth of the gap or space 
between the ram and anvil, 
or "daylight," as it is called. 
This is generally done by 
placing the cylinder at the 
bottom, and the top casting 
is made adjustable by hav- 
ing the pillars screwed for 
a considerable length, and 
provided with two nuts for 
locking the casting in the 
required position. 

Different firms have at 
times produced presses varying in design and claiming 
special advantages. The Davy press has two cylinders 
placed side by side, and attached to one common cross- 
head, the crosshead being provided with a long arm pro- 
jecting upwards from its centre, and having a turned cylin- 
drical part at its upper end. This cylindrical part works 




Fig. 120. 
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in a tubular guide placed between the two cylinders, and 
together with the guides working on the columns forms 
a triangular support, giving great steadiness to the top die. 
Another advantage of this form of press is that the pressure 
on the dies may be considerably off the centre line of the 
press without causing severe straining. 

A multiple power press, designed by Messrs Tweddell, 
Fielding, & Piatt, has three equal-sized rams placed side 
by side below the floor level, the rams all acting on a 
common crosshead, connected by strong tension bars, which 
also act as guides to the head of the press carrying the top 
die ; whilst the bottom die is supported by a base which also 
carries the three hydraulic cylinders. Three different powers 
are obtained by this arrangement, according to the number 
of rams acted upon by the pressure water. This press also 
has the advantage that the head room is unobstructed, thus 
allowing a free jxissage for travelling cranes. 

For very large forging presses it is not usual to work with 
an accumulator, the water being supplied direct from a pump 
into the cylinder, the idle part of the stroke being performed 
by the pressure of water contained in an overhead tank. 
The lifting cylinders are frequently operated by a steam 
accumulator, or by pressure water from an ordinary accu- 
mulator. 

By another method the pressure is applied by a direct 
steam driver, which consists of a large steam cylinder 
coupled direct to a plunger, which is connected without 
the interposition of valves to the press cylinder, the steam 
cylinder being operated by an ordinary slide valve. 

It is absolutely necessary to use a high pressure in the 
cylinders — usually 2 to 3 tons per square inch — otherwise 
the machines become very costly and heavy in weight, or the 
manufacture is rendered impossible. 

Fig. 121 shows the usual arrangement of a small open-sided 
or C press, which can be conveniently made for pressures up 
to about 150 tons. In the illustration a vertical forging ram 
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A is shown, also a horizontal ram b, each supplied with a 
drawback ram constantly open to the water pressure. Two 
valve levers are shown, one to each cylinder. Hydraulic 
push-back cylinders are supplied to each ram, and are always 
subjected to the pressure water. Machines of this type may 
be used for all kinds of stamping and punching as well as 
general forging. 

Fig. 122 shows a section 
of the cylinders and ram 
of a Tweddell punch. The 
ram a carrying the punch 
is formed of two circular 
parts placed eccentric to 
each other, thus placing 
the punch well forward and 
easily visible. The ram a 
is packed by a U leather, 
and works in the gun-metal 
lined cylinder b. The re- 
turn motion of the ram is 
effected by the drawback 
ram or piston c working in 
the cylinder d, which is 
always open to the pressure 
water. A water-saving ap- 
pliance is added, which is 
operated by the lever e, 
and closes the valve when 
the punch has penetrated 
the metal. 

The working of the water-saving appliance will be better 
understood by an examination of Fig. 123, which illustrates 
a manhole punch or flanging press. The only difference 
between this and the last press lies in the fact that the dies 
are arranged centrally with the ram. The down stroke of 
the ram causes an oscillation of the lever f, which by means 
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of the adjustable tappets or nuts G causes a movement of the 
hand lever h, which operates the balanced valve i, cutting 
off the water pressure. The attendant now gives the valve a 




Fig. 122. 

further movement, opening it to exhaust, the ram rises, and 
in doing so oscillates the lever f in the opposite direction, 
causing the adjustable nuts k to move the hand lever h 
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and valve i back to the central position, ready to be again 
operated by the attendant to cause the next down stroke. 

Fig. 124 shows a shearing machine having the water-saving 
mechanism so arranged that the valve may be worked by 
either hand or foot power. In this machine the drawback 
ram is placed behind the large cylinder in the main casting. 

Fig. 125 illustrates Tweddell's plate-bender, for forming 




Fig. 123. 



the shells of large boilers and for similar work. The plate 
to be bent is fed through the slot a, water pressure is then 
applied to the cylinder b, causing the die c to advance 
towards the die d, so bending the plate. The die c is 
returned, on the cylinder b being opened to exhaust, by the 
drawback ram e. The plate is now further advanced and 
another stroke of the die c given. By this means the plate 
is bent to the final curve at the rate of 2 to 3 feet per 
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minute. An adjustable stop is provided which prevents the 
dies coming too close together, and so forming a circle of 
less radius than is required. The dies are not made to any 
radius, but ihe die d has a central rib, while the die c has 
two ribs a short distance apart. To remove the work the 
head F is slewed round. A hinged tie-bolt is, however, some- 




I'ig. 124. 



times provided to connect the die d to the main frame at its 
upper end. 

Fig. 126 shows in plan the general arrangement of a tube- 
drawing machine. A hydraulic cylinder a is provided, having 
connected to it two long bars b supported on feet. The tube 
to be drawn is first slightly reduced at one end, and then, 
having been threaded on to the mandrel, is placed in the 
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machine with its reduced end passing through the die carried 
in the holder c. The tail end of the mandrel is now attached 
to the support d, and the reduced end of the tube is gripped 
by the jaws e carried by the crosshead f, capable of being 
drawn along by the water pressure acting on the piston g. 
The stroke being completed, the tube is removed and the 
crosshead f returned by water acting on the back of the 




piston G, the water in front being returned to the accumu- 
lator. 

Fig. 127 shows a hydraulic press arranged for putting on 
and taking off railway rolling stock wheels. The action will 
be readily understood from the illustration. The wheels to 
be operated upon having been suitably adjusted between the 
tension bars a, the ram b is pumped out by the hand pump 
c, so forcing on or taking off the wheel. 
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CHAPTER XV. 

HYDRAULIC RIVETERS. 

The very general use of the hydraulic riveter for ship- 
building, boiler-making, and girder work is undoubtedly 
due to the efforts of the late Mr R. H. Tweddell and to 
Messrs Fielding & Piatt. 

Water power is particularly suitable for riveting, in that 
the machines consume no energy except when actually at 
work, and being portable in most cases, can be readily 
carried to any desired position upon a scaffold or within a 
structure or frame where ordinary machines having rotating 
power or shafting could not be employed. The system of 
laying the hydraulic pipes or mains with union branches at 
positions likely to be suitable for any special tool, or any 
part of a building yard or dock, provides, with the use of 
travelling on telescopic joints, an easily controlled and 
economical method of mechanical riveting. In Fig. 1 28 is 
shown in sectional elevation the motive power end of a 
portable riveter. 

The water pressure is used to give three distinct move- 
ments to the operating members. First, in the cylinder 
formed within the ram b, the ram d being forced out, carry- 
ing with it the plate-closing die e, also the ram b and rivet- 
closing die c. Second, in the cylinder a forcing out the 
riveting die c, thus closing the rivet. Third, the water 
always at constant pressure on the ram h, within the draw- 
back cylinder G, carries back or returns the rams b and d 
when the other cylinders are opened to exhaust. The water 
from L enters the cylinder within b by means of the sliding 
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packed joint at the upper end of the ram u, and the passage 
shown in dotted lines k admits the pressure from the valve 
which is usually attached adjacent to the passage. Swivel- 
ling is provided for by the suspension arm M being formed 
with a boss for the frame stem n to pass through. 

Fig. 1 29 illustrates a portable riveter having a hand worm 
and wheel for swivelling the frame into any position to suit 




Fig. 120, 



the work. The hanger is made of cast steel, and by means 
of a flexible pipe the necessary movement is obtained without 
difficulty. 

Variable power is sometimes desirable in connection with 
fixed or portable machines, so as to obtain the best results 
without necessitating a constant consumption of water when 
the duty is not a constant one. Fig. 130 illustrates in 
elevation a double power and plate-closing riveter of 150 
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tons power, and having a gap of 8 feet suitable for marine 
boiler plate riveting. 

Fig. 131 illustrates in sectional view the motive power end 
of a plate-closing riveter, having arranged thereon also water- 
saving rams whereby an economy of about 60 per cent, is 
obtained. Three valve levers are employed to control the 




Fig. 130. 

three valves a b c, being the water-saving valve, the plate- 
closing valve, and the main ram valve respectively. Water 
from a tank having a head of about 20 feet supplies the valve 
A, which is used to advance the plate-closing ram i), which 
carries the closing tool d. The water-saving and drawback 
piston ram e is fed by water on both sides of the piston, the 
difference of area of the full outer against the inner annular 
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end causing the ram e to advance and with it the rams d and 
F, so that the plate-closing tool d and the cupping die /are 
brought close up to the work, the movement being assisted 
also by the low-pressure or tank water being at the same 
time taken into the main cylinder h and the plate-closing 
cylinder k. Pressure water is then admitted into the main 
cylinder, the effective area being the difference of the areas of 
the plate-closing ram k and the main cylinder h, some water 
escaping from the plate-closing to the main cylinder through 
the common supply pipe to allow the main cylinder h to 
move relatively to the plate-closing cylinder k. After the 
pressure has been kept on the rivet a short time, the water 
from K and h is exhausted back into the tank, the pressure 
on the annular drawback piston e causing the return stroke 
on the other or full area end of the piston being opened to 
the exhaust. 

Wherever possible the cylinders should be lined with gun- 
metal or phosphor bronze, the valves being also of the same 
metal throughout. 



PART VIL— PUMPS, 



CHAPTER XVI. 

HAND AND POWER PUMPS. 

In examining briefly the ordinary forms of hand and 
power driven pressure pumps for transmitting water under 
pressure to presses, accumulators or other hydraulic 
machines, we pass over entirely the ordinary suction and 
bucket and plunger or force pumps used for the domestic 
supply and delivery water into tanks or reservoirs, and glance 




Fig. 132. 

instead at the type of hand pressure pump as shown in 
sectional elevation in Fig. 132. 

The pressure pump as shown is suitable for working up to 
pressures of 2 tons per square inch, and is particularly useful 
for boiler and other testing purposes, the pump a being fitted 
with a trip lever H for opening the suction valve upon the set 
pressure being obtained. The plunger k, Fig. 133, is re- 
ciprocated in the cylinder \ of the pump casting, the water 
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entering from the cistern or tank to which the pump is 
secured through the suction valve c protected by a strainer 
D to fill the cylinder a. The back stroke of the plunger 
forces the water through the non-return valve f, closing at 
the same time the suction valve c, and delivering the water 
through the end branch e of the pump stem to the pipe 
attached thereto. To release the pressure the stop spindle 
G is turned, thereby opening the delivery port to an outlet 
port allowing the water to flow back into the cistern. 



i ^ !— i 




y^' ^33- 



The plunger is reciprocated by a hand lever which is 
placed on the end of the spindle k, thus giving the desired 
movement to the tumbler or cam arm l, which works in an 
opening provided in the central portion of the plunger. 

The passages for the water are drilled out of the solid 
metal of the casting, and the ends afterwards plugged by 
screwed and riveted plugs as shown in Fig. 134. The trip 
or release valve is described in connection with the vertical 
plunger pump shown in Figs. 136 and 137. The hand 
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pressure pump illustrated in Fig. 135 is provided with a ver- 
tical plunger a, and has the hand lever balanced and pivoted 
on to the standard or frame b, a trip or relief valve c is 
arranged upon the pump, and the stop or release valve d is 
placed horizontally. The passages and valves of the pump 
are similar to the valves shown in Fig. 133, the plunger also 
being of the same type, having its packing formed by a leather 
lace bound tightly round a groove. 

Pumps driven by belting or gearing for hydraulic purposes 




Fig. 134. 



have much in common with the typical hand pump already 
examined, and Figs. 136 and 137 show in elevation and in 
detail a very useful type of belt-power pressure pump. The 
crank shaft is connected direct lo the plungers, which are 
arranged in var}'ing sizes upon the standard for the purpose 
of giving a quick run up of water at a low pressure for such 
a duty as a packing press where, as we have before pointed 
out, a varying pressure is always required during the travel 
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of the press to suit the density of the material which is being 
compressed. 

Trip levers are connected with each pump, and they are 
so arranged that the pressure produced upon the water 
by the resistance of the material between the press platten 




Fig- 135. 



and head shall cause a small valve n to raise the loaded 
lever c, and with it the bottom foot lever d, which then 
raises the suction valve w off its seat, thus causing the power 
of the pump to be given to the two remaining plungers, which 
are of smaller area. When the pressure is further increased 
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owing to the material being more densely compressed, the 
second trip l^er is caused to move by its valve being urged 
to overcome the corresponding weighted lever, and thus 




Fig. 136. 



another plunger is thrown out of action, leaving the last 
plunger of a smaller diameter to give the final pressure to 
produce the maximum load against which it is set by its trip 
lever. By this arrangement of trip levers any desired pressure 
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can be produced upon the final plunger while leaving the 
early movements of the pump to deliver water at a very 
much lower pressure, thereby economising the power and 
water and making the pressing operation a quick one. It 
should be noted that the trip valve which acts against the 
loaded lever does not allow any water to escape, but simply 
moves upwards within its bored port, the leather packing on 




the end of the valve keeping the pressure tight within the 
pump passages. 

The well-known bucket and plunger pump employed for 
ordinary water-raising purposes, where a continuous flow of 
water is required from the single up and down motion of one 
plunger, has its counterpart arrangement for hydraulic power 
purposes as shown in Fig. 138. In this pump, which is 
suitable alike for hand or power, the suction valve a is only 



HAND AND POWER PUMPS. 



253 



ojxirated at each alternate stroke, and by proportioning the 
areas of the plunger half the quantity of water drawn in the 
suction valve a is delivered through the delivery valve b at 
each stroke. The non- return valve c, which acts as the 
check valve to the full end of the piston, is forced upon 
its seat during the in or suction stroke of the piston by the 
pressure water travelling from the annular or front end of 
the pump, the valve b being opened for delivery during this 
period. During the outward stroke of the piston the suction 




Fig. 138. 



valve A is forced on to its seat, but the check valve c is 
raised, allowing the full bore of the pump barrel to be dis- 
charged through it, half of this quantity going to fill up the 
annular space in front of the piston, while the other half is 
delivered through the outlet valve b. This counterbalancing 
of fluid pressure within the pump barrel renders the arrange- 
ment particularly suitable for all classes of pumping 
machinery, as no unequal strains are set up during the 
working of the pump at any speed. 



CHAPTER XVII. 

STEAM PUMPS. 

The varieties of steam pumps for hydraulic pressure purposes 
are almost as numerous as the varieties of the ordinary steam 
engine, although possibly the pumps have more in common 
than have the engines produced by various makers. 

Unquestionably the most satisfactory type for general 




Fig- 139- 

purposes of a small installation where steam is available is 
the duplex pump, first introduced and perfected by H. R. 
Worthington, of America. The Worthington pump, as illus- 
trated in Fig. 139, has two steam cylinders side by side, the 
piston rods of each cylinder being continued to act as the 
pump rods of the two pumps at the opposite end, the pump 
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castings being connected to the cylinders by distance pieces, 
as shown. The valve of each steam cylinder is an ordinary 
slide valve, but the ports are duplicated at each end. No 
lap or lead is given to the valve, but a small space or slack 
is given between the nuts and the jaw of the valve. This 
lost motion permits the valve rod to travel slightly before 
moving the valve, thus allowing a slight pause in the motion of 
the piston at the end of each stroke, thereby giving the water 
valves time to seat smoothly and without violence. The 
valve of one cylinder is controlled by the piston rod of the 
other, the motion being transmitted through the vibrating 
arm pivoted on the distance piece. The moving parts being 




Fig. 140. 



always in contact, the blow which arises with tappet con- 
trolled valves is avoided. When the piston in its motion 
covers the first port, which is the exhaust, the steam remain- 
ing in the cylinder is cushioned in front of the piston, thus 
causing a gradual arrest of its movement. One or other of 
the slide valves being always open, there is no dead point, 
and the pump is therefore capable of being stopped and 
started at any time. This property of constant readiness for 
full duty enables the Worthington or duplex pump to be 
employed for working direct on to hydraulic lift cylinders or 
on to an accumulator, the pump following up the motion of 
the lift on the rise and fall of the accumulator automatically 
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when the pressure from the pump delivery main is drawn 
upon. In connection with pumps it is desirable to employ 
an air chamber on the suction main as well as on the delivery 
main, in order to make the flow of water continuous and to 
ensure that the cylinder shall be 
filled at each stroke. When an air 
vessel is not possible on the suction 
side, it is an advantage to give the 
water entering the valve a little 
head by causing a T branch con- 
nection with the suction pipe and 
the pump barrel to be made, the 
water in the T thus standing above 
the pump barrel. The flow into 
the suction pipe should not exceed 150 to 200 feet per 
minute. The speed of the plunger may be from 65 to 150 
feet per minute. 

The pressure pump shown in section in Fig. 140 is a 
Worthington packed plunger or double-ram pressure pump. 




Kig. 141. 




Fig. 142. 



The barrel is divided, so that each end is an independent 
single acting plunger drawing water at the one end, while 
the opposite plunger is forcing it out at the other end of the 
divided barrel. A number of independent pressure valves 
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are employed, easily accessible, and are contained in small 
chambers for resisting heavy pressures. These pumps work 
up to 8,000 , lbs. to the square inch. The plungers are 
connected by means of yokes and outside rods, so that they 
move together as one plunger and become double acting by 
the division of the barrel. Fig. 141 shows a sectional view 
of the pump barrels and their valves, a common suction 
and delivery branch being alone required for the two inde- 
pendent double-acting pump barrels. These pumps work 
best when the plunger speed does not exceed 50 feet per 
minute. 

A fly-wheel double-acting pressure pump, having a hori- 




"x- 



Fig. 144. 



zontal steam cylinder, as shown in Fig. 142, is often em- 
ployed for small hydraulic installations. The valves are 
arranged at the extreme end of the pump, and being imme- 
diately above each other, admit of easy examination and 
renewal. 

A vertical cylinder engine wiih expansion valve having 
direct coupled pumps is shown at Fig. 143. In this example 
the water is drawn in and forced out at right angles to the 
line of axis of the pump. The valves are very accessible, and 
the pump plungers are easily packed. This type of engine 
is in use at the pumping station of the Hydraulic Power 
Company, of London. 
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The pumps illustrated in Fig. 144 were made by Messrs 
Berry for the London County Council, and have two steam 
cylinders with direct-acting pumps, 2 J inches diameter by 
12 inches stroke, the pump plunger rods being connected 
through the back ends of the cylinders to 9 inches diameter 
steam pistons. The pumps supply an accumulator, and 
work at 750 lbs. per square inch. 



PART VIIL— HYDRAULIC MOTORS. 



CHAPTER XVIII. 

TURBINES. 

Before proceeding to the detailed examination of the 
various types of turbines, we will examine the action of a 
stream of water on a curved vane. If a stream of water 
having a certain velocity r^ meets a stationary curved vane, 
the path of the stream will be altered, following the curve of 
the vane and leaving in the direction which the vane would 
take if continued. Neglecting losses from friction, the 
velocity r^ of the stream will be the same on leaving the 
vane as on entering, the only change being one of direction. 
If now a velocity w^ be given to the vane, an inspection of 
the diagram (Fig. 145) will show that the water may never 
touch the vane at all ; for when the stream has reached c^ the 
vane will have travelled to «'._,. To obviate this, either the 
orifice of the stream must be given a motion similar in direc- 
tion and magnitude to lif^, or the direction and velocity of 
the stream must be altered to t, the resultant of c^ and 7Vy 
The motion of the stream relative to the moving vane again 
coincides with Cy The motion of the stream on leaving the 
vane will again coincide with c, relatively to the vane, but as 
the vane and stream each have the velocity U'^y the absolute 
or real velocity of the stream on leaving the vane will be the 
resultant of c^ and it^^ or //. On entering the vane the stream 
had an absolute velocity of r, and a corresponding store of 
energy — 
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On leaving the vane the absolute velocity of the water is // 
and the corresponding energy — 



CS') 



2^ 

Now if u is less than c the energy remaining in the water on 
leaving the vane must be less than the original energy con- 
tained in the stream, so that neglecting the losses by friction 
the difference of energy has been imparted to the vane, and 
is capable of being applied to perform useful work. 





Fig. 145. 

The velocity of entry' c is generally fixed by circumstances, 
and the designer has to convert as large a percentage of the 
energy contained in the stream at disposal into useful work. 
This is obtained by keeping the velocity u of discharge as 
low as possible, and thereby increasing the difference between 
the energy of the entering stream and that of the leaving 
stream. The velocity u cannot in practice be made O, as 
the water would not then flow from the vane at all. 

It will be noticed that no mention has been made of the 
exact curve a turbine vane should take, and it may be here 
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Stated that there is no particular curve to be followed, the 
only conditions being that the curve of the vane shall flow 
gradually from the angle of entry to the angle of exit. 

There are two distinct classes of turbines, namely, Impulse 
and Reaction, Each of these classes contains several types, 
having the flow of the water arranged in different directions. 
These types may be enumerated as below : — 



Impulse. 

No Suction Tube, 
Radial outward flow. 

„ inward „ 
Axial flow. 
Pelton wheel. 



Reaction. . 
With or rvithout Suction 
Tube, 
Radial outward flow. 

„ inward „ 
Axial flow. 



In an impulse turbine the action of the stream follows 
very closely the explanation already given, and our sub- 
sequent remarks will relate more to precautions to be 
observed in designing. The water is directed into the vanes 
of the wheel in the required direction by fixed guide vanes, 
so arranged in size that the wheel is never allowed to become 
filled with water or drowned. The outlet is also above water, 
so that the stream in passing through the turbine is at all 
times under atmospheric pressure. 

Fig. 146 shows a sectional elevation of a Girard impulse 
turbine, and Fig. 147 shows an end elevation partly in 
secti6n of the same wheel. The water enters through the 
pipe A, and passing through the regulator valve b, is directed 
by the guide vanes c into the wheel vanes or buckets d at 
the correct angle for preventing shock from impact. After 
passing through the wheel buckets the water falls away at as 
low a velocity as circumstances will permit through the open- 
ing or tail-race e. The supply of water is regulated by the 
hand-wheel attached to the screw f which operates the lever 
G, and so causes motion of the slide valve b, which admits 
the water to the required number of guide passages. This 
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method of governing is well adapted to impulse turbines, 
and has no appreciable effect on the efficiency. 

Fig. 148 illustrates the general arrangement of a Pelton 
wheel, which is a type of axial flow impulse turbine. The 
water leaves the jet a at a velocity dependent upon the 
head of water available, and meets the cups or buckets on 




Fig. 148. 

the wheel rim with as little shock as possible. The buckets 
are in the form of two hemispheres, joined together at the 
centre by a straight thin rib. The water meets the rib, and 
is divided into two streams, one going each way and acting 
on the curved surfaces of the buckets as the stream of water 
does in any other form of impulse turbine. The speed of the 
wheel should be such that the water on discharge from the 
buckets is almost stationary. 
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Fig. 149 shows an axial flow reaction turbine, which, 
though much like an impulse turbine in general appearance, 
is so proportioned and erected that the vanes are always 
full of water or drowned, and the water is discharged under 
the water level of the tail-race. The action of the water on 




Fig. 149. 



the vanes is similar to that given in the general explanation, 
but the velocity of the water through the wheel is not 
necessarily uniform, but depends on the sizes of the open- 
ings for outlet from the fixed guide vanes, also the outlet 
from the wheel vanes. Where the openings are narrow. 
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the velocity is correspondingly great, and where wide, corre- 
spondingly small, as in a pipe of varying diameter. 

Reaction turbines are frequently fitted with suction tubes 
which permit of the wheel being placed at a height above 
the tail-race level dependent on conditions to be afterwards 
explained. The suction tube may alter the velocity of flow 
through the wheel according to its area of outlet and the 
pressure energy remain- 
ing in the water at the 
time of outflow. 

Fig. 150 shows the 
usual type of thrust- 
bearing used in turbines 
having a vertical shaft. 

The arrangement will 
be better understood 
after an examination of 
Fig. 149. The vertical 
shaft A rests on a massive 
foundation, and carries 
at its upper end a flxed 
oil cup which contains 
the fixed steel block b. 
The mainshaft c carries 
a gun -metal block d 
which rests on the block 
B. The mainshaft c 
passes through a plum- 
mer block not shown in 
the figures, which pro- 
vides lateral stability. The turbine wheel is supported by a 
hollow cast-iron shaft suspended from the main shaft c by 
the lantern e, which carries a brass bush f for steadying the 
upper end of the vertical shaft a. The turbine wheel is 
supported laterally by a brass bush carried by the lower end 
of the hollow cast-iron shaft, and fitting the vertical shaft a. 
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The nut G allows the turbine wheel to be adjusted vertically 
to compensate for the wear of the thrust block d. 

There is an immense variety of turbines, but the more 
important types are— (i) The Fourneyron turbine, in which 
the water flows from within the wheel outwards, and at right 
angles to the axis ; (2) the centre vent turbine, in which the 
water flows from the outside of the wheel towards its centre, 
also at right angles to its axis ; (3) the Jonval or parallel 
flow turbine, in which the water flows through the wheel 
parallel to the axis ; and (4) partial turbines, which may be 
of either of the other types, but in which the water flows 
into the wheel only round a portion of the circumference. 

In all turbines the water is conducted by a set of fixed 
guide curves or plates into the revolving wheel, where it 
meets with buckets or curved partitions against which it 
impinges, causing the wheel to revolve. 



CHAPTER XIX. 

IMPULSE TURBINES. 

In designing a turbine to utilise the energy of a supply of 
water under a head or pressure, there must be known the 
quantity of water flowing, and the head or presjjure available. 
The fullest particulars as to variation of supplj', highest 
flood levels, minimum supply during summer months, should 
also be ascertained if the proposed turbine is to meet the 
requirements to the best advantage. Where the fall is great 
and the quantity of water small, the choice must be in 
favour of an impulse wheel with partial admission, as a 
reaction turbine would require to be so small and to work 
with such a high number of revolutions that the design 
would become unsuitable if not impossible. If the head or 
fall is only a few feet, and the water supply fairly regular, as 
is the case where a reservoir or pound is used, a reaction 
turbine is very suitable, as it is not affected by change of 
level in the tail-race caused by flood, provided there is a 
corresponding rise in the top level ; whereas an impulse 
turbine would require to be placed at a sufficient height 
above the level of the tail-race as to ensure that the flood 
shall never reach the wheel. 

The chief objection to the reaction type as frequently 
constructed is the inability to economically supply varying 
power ; so long as the power is the same that the turbine 
was designed to supply, a very good performance may be 
expected, but if a greater or less power is required the 
efficiency falls off" rapidly. It will be seen that many reaction 
wheels are unsuited to a situation where the water supply 
falls short in dry weather, as if the wheel is designed to give 
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good results for high powers, the power given out with a 
limited supply will fall so much as to be practically useless. 
On the other hand, if the wheel is designed to be economical 
at low powers, it will never give out large powers, although 
there may be a large water consumption. Reaction turbines 
have been used in conjunction with impulse turbines, in 
which case the reaction wheel is set to work at its most 
economical power, whilst any alteration in power is obtained 
by regulating the supply to the impulse wheel. 

Before commencing the design of an impulse turbine, the 
actual velocity of the water at the guide passages must be 
ascertained. If the water enters the guides from a long 



/ 
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I'ig. 151. 



pipe or open channel and vertical pipe, having already dis- 
cussed the formulae in a previous chapter, we can calculate 
the actual effective head //, after allowmg for frictional and 
other losses, 'i'his head should be calculated from the 
outlet level of the guide passages, allowance being made for 
the height //« above the tail level to allow for the buckets of 
the wheel, as shown in Fig. 151. 

The velocity c of flow from the guide i)assages will 
then be — 

^=•95 v^2"^'/' (0 

,95 being the value of a coefficient taken from actual obser- 
vation. 
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The next step is to find the total outlet area of the guide 
passages necessary to pass the maximum quantity of water. 
If the area were only made large enough to pass the quantity 
of water flowing with the velocity c, it would be found that 
the full quantity would not flow, as there is a certain amount 
of obstruction from the vanes passing across the guide 
passages. A smaller velocity is assumed in calculating the 
area of the openings having a value of .8% so that the 
formula becomes — 



Q 

.89<: 



(2) 



in which Q represents the quantity of water in cubic feet 
per second, and A the required area in square feet. We 
have now two more dimensions to settle, namely, the width 
of the buckets and the radius of the wheel ; either of these 
can be adjusted to requirements by an alteration of the 
other. Before proceeding further a trial radius should be 
decided upon, also the angles a and ao (see Fig. 152). 

The wheel velocity is fixed between narrow limits by 
the velocity of entry of the water if the turbine is to be a 
really efficient machine ; as is also the angle a of entry. 

We will try to explain the reason for this by the aid of 
the diagrams (Fig. 152). 

We have already observed in our preliminary remarks that 
the less the value of ;/, the velocity of exit, the greater the 
efficiency of the turbine, while the direction of inlet does not 
of itself affect the efficiency, except that no turbine has yet 
been designed in which the velocity of u can be regulated 
without adjusting the angle of inlet a. 

From the point o draw c, representing to scale the abso- 
lute velocity and direction of the stream passing through the 
guide passages of a turbine. Draw fj, as shown, and com- 
plete the parallelogram by drawing a/^, the wheel velocity. 
For the present argument we will assume that the velocity 
^2 of exit is the same as r^ and that w'j is equal to Wy 

S 
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^r-^ 






l\ 



^ o 




The direction of r^'o ™^s^ 
of necessity be parallel 
to 7r,, while the direction 
of C.2 may be altered at 
will. Select a direction 
for c.p making any angle 
a.^ with the ordinate Oy ; 
complete the parallelo- 
gram, and obtain the 
corresponding valueof i/. 
In all the diagrams the 
angle a.^ has the same 
value. In the first dia- 
gram, by selecting a ver- 
tical direction for fp and 
consequent value of 
ttj = o**, the value of c^ is 
small, whilst 7i\ is large, 
giving u a forward direc- 
tion and high velocity. 

In the second diagram 
^1 and «'i have been 
made equal to each 
other, and the angle )8 
( = 90** - aj) is con - 
sequently bisected by 
the line r. c, and fv., 
being the same in value 
as ^1 and w^ are equal 
to each other, so that u 
will have a slightly for- 
ward direction and small 
value. 

In the third diagram 
^1 has a large value, and 
7£/i a small value, so 
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that on drawing out the parallelogram C2 w^ the velocity u 
is found to have a large value in a backward direction. 
Now, as we have previously shown that u should be as 
small as possible, it is evident, without further demon- 
stration, that c^ should be slightly greater than u\y and 
consequently c^ greater than Wg. To what extent this rule 
may be followed in practice, and the modifications necessary 
in the various designs of inward, outward, or radial flow 
turbines, will be further explained. 

In an axial turbine the value of ^v.^ being the same as a/j, 
it would appear at first sight that the conditions above stated 
apply without correction ; but this is not so, as, owing to 
the height //« (Fig. 151), the stream of water will increase in 
velocity in passing through the vanes, the additional velocity 
being represented by ^2gh^\ but as there is friction be- 
tween the vanes and the stream, the velocity of the water 
will be reduced below the theoretical amount, so that the 
complete formula becomes — 

r,2 = (.i*+2^^o)^ - - - - (3) 

The value of/ is variable between .05 and .1. The value 
of //o cannot yet be fixed, so that in calculating c^ an assump- 
tion must be made, 6 inches to i foot being a suitable dimen- 
sion. It is scarcely necessary to remark that with high 
falls, and consequently high velocities, h^ may be neglected 
in the preliminary calculations, as its effect becomes scarcely 
noticeable; whereas with a low fall the height h^ forms a 
considerable portion of the total head. 

In an inward flow radial turbine Wg ^^ less than w^ by an 
amount dependent upon the ratio of the depth of the vane 
to the radius, and as c^ should be slightly greater than w^^ 
the value of c^ (greater than c^ may be temporarily fixed 
approximately equal to Wy Fig. 153 will make this clear. 

Fig. 154 shows the diagram for an outward flow radial 
turbine, in which w^ becomes greater than w^ by an amount 
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dependent upon the ratio of the depth of the vane to the 
radius, c.^ must be slightly greater than w.^ and consequently 
considerably greater than u\. 

Having arrived at suitable values of r^, w^^ and a and a„ 
we may calculate the width of the vanes necessary to pass 



^^ 




l^'ig. 153. 



Fig. 154. 



the quantity of water flowing. The values of A, the area of 
outlet, and r, the radius, being known, we have the following 
formula — 

^1 (width of vane) = ~ - - (4) 



2wr. COS. o - afj/j 



in which z^ is the number of guide vanes and t^ their thick- 
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(5) 



ness. The width e^ of outlet from the vanes may be calcu- 
lated in the same way by the formula — 

,= A,_ _ _ 

in which Ag represents the area necessary to pass the quan- 
tity Q of water flowing with the velocity Cg ; r^ represents the 
radius at outlet, t^ the thickness, 
and «2 ^^ number of vanes. 
2^2 should always be less than 5,, 
so that the vanes shall not be 
choked with water, and so in- 
terfere with free deviation. For 
the same reason the w^idth of 
the wheel vanes should be made 
larger than the value given by 
the above equation. 

If the radius chosen gives 
unsuitable values for e^ and e.^ 
a new radius must be selected, 
and the calculations repeated. 
If, however, the value of ^^ comes 
out too small, partial admission 
should be resorted to. 

The values chosen for the 
angles a and ag, if too large, will 
give trouble, and must be re- 
duced, and a new trial made. 

The above remarks apply 
equally to all classes of impulse 
turbines. There are, however, 
two more points to be con- 
sidered in connection with axial flow turbines — namely, the 
centrifugal efl*ect of the water due to the fact that the stream 
enters the vanes in a tangential direction, whilst the vanes 
move in a circular path; also ow^'ng to ihe fact that all 
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parts of the vane are not at the same radial distance, the 
quantities w^ and w^ have variable values. 

The centrifugal effect may be easily counteracted, as will 
be seen with reference to the diagram (Fig. 155). The 
values of the angles a^ and ag having been fixed, and the 
design of the turbine completed in every way, the absolute 
path of the stream of water through the turbine may be 
easily found by measuring the length of the turbine vane in 
terms of c^ ; now mark off P^ P the same multiple of w.p and 
the point P indicates where water entering at the point O 
would leave the vanes. If, for example, the length of vane 
equals 2 x r^, then a distance equal to 2 x a/^j must be marked 
off. The circumference of the vanes must now be drawn to 





Fig. 156. 

scale, and the distance O P marked off tangentially from O 
will indicate the correct radius of the wheel where the water 
leaves. If the value of Co differs greatly from c^ the mean 
value should be taken in making the above calculation. 
The vanes may now be corrected in shape, as shown by full 
lines in Fig. 156. 

With regard to the effect of the varying radius, and conse- 
quent variation of 7€'i and w^, we have only to turn back to 
the diagrams (Fig. 152) to see the result. The design 
should be prepared with reference to the mean radius, when 
the outer radius will give a diagram similar to the first, and 
the inner radius a diagram similar to the third in Fig. 152. 
To get the best effect the curve of the vane must be gradu- 
ally changed to suit the varying values of c^ and w^ An 
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inspection of Fig. 152 shows that the direction of «' will be 
forward at the outer radius, and backward at the inner; 
consequently in designing an axial wheel the radius should 
be as large as possible, and the width e of the vanes as 
narrow as possible. 

We will now consider the Pelton wheel, which is a special 
form of axial flow turbine, having the angle a = 90**, and con- 
sequently ^1 + ^1 = ^; and, as we have already explained, c^ 
should also equal u\. We find that in a Pelton wheel the 
velocity u\ should be half the actual velocity C of the water 
issuing from the jet. The angle a^ cannot be made equal to 
90", as the water would strike the next bucket. There is a 
certain amount of impact where the jet of water meets the 
thin edge of the bucket, as it is impossible to make a sharp 
edge in practice. The chief advantages claimed for the 
Pelton wheel are its simplicity of construction, which renders 
it particularly suitable for transport in new countries, and its 
high efficiency. 



CHAPTER XX. 

REACTION TURBINES. 

In order that the theory of reaction turbines may be made 
clear, we will start our investigation by reconsidering the 
design of impulse turbine examined in our last chapter. 
Referring back to Fig. 151, the vanes might easily be so 
designed by properly proportioning the width e^ and ^2? 
that the area Ag is equal to the area Aj and consequently 
greater than the area A, measured in a direction at right 
angles to the direction of flow as shown in Fig. 157. If this 
is done, the water will still have the velocity c.^ on leaving 
the wheel, but the buckets will be filled with water at the 
inlet and outlet. The correct velocities r, c^^ c.y are shown 
in Fig. 157, and are the same as for an impulse wheel. If 
the outlet be now placed under water as in Fig. 149, the 
wheel will become filled with water at all parts, and, neglect- 
ing the slight variation in the frictional losses due to the 
altered conditions, will have the action of a free deviation 
impulse turbine. 

The design of the turbine may now be altered so that the 
area Ag has a larger or smaller value than that given by the 
conditions of Fig. 157, and as the wheel is at all parts full of 
water, the velocity of flow at any point is governed by the 
formula Q = Av. By altering the area A^ we not only alter 
the velocity r^„ but also the velocities c and c^ and, whereas 
the velocity r for impulse turbines has one particular value 
for any given head of water, the velocity c for reaction wheels 
may have a comparatively large range of values for any given 
head. 

Fig. 158 shows what takes place if the value of e,, is the 
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same as ^j, or if the vanes are of the same width throughout. 
In the Figs. 157, 158, 159, we have taken the same values 
for a and a^ for the sake of comparison, while a has also 
been taken equal to a.^. In Fig. 158, A^ will consequently 
equal A, and c, will equal c. Taking the value for w^, which 
makes u vertical, we see that c^ enters the vanes in a vertical 
direction. This diagram is typical of the design of the 
Jonval turbine as conducted on the European continent. 

In Fig. 159 the wheel vanes have been contracted, causing 
diminution of the area A.^ in relation to A, and consequent 
increase of the velocity Ct above r. Applying the correct value 
for 7f'2, ^1 is given a backward direction. Thus we see that 
for any values of a and a., by altering the ratio of the areas 
A and Ag we can produce different values of c for the same 
head of water. In the diagrams the same length of line has 
been taken to represent the value of ^o, but it must not be 
supposed on this account that r.^ has the same arithmetical 
value in each case. As we have not yet investigated the 
formulae for calculating the true value of c under any con- 
ditions, some value had to be assumed in order that the 
diagrams could be drawn out, so that, while in each diagram 
the values of r, ^j, r^, o/j, w^, and u are proportional to the 
lengths there given, the diagrams must not be compared by 
measurement. 

The correct value of c for any conditions must next be in- 
vestigated. As the turbine is filled with water, and the flow 
at any point is governed by the formula Q = A?', the energy 
contained in the water at any point is evidently represented by 
the hydrodynamic equation already investigated in Chapter 
I., or, if // represents the useful head of water, the energy of 
I lb. of water is — 

/i = // + !1" = // + !.'/ = etc. 

If /^i represents the pressure energy of the water on leaving 
the guide passages, then the total energy of the water on 



282 HYDRAULIC POWER ENGINEERING. 




r ^-- 



^- -> 



^-— 1 



. ^-„ 



--^- 



Figs. 157, 158, and 159. 
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leaving the guide passages is k^i- 



^g 
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Now this energy, 



neglecting losses, must balance the energy /i,„ of the total 
head of the water, measured from its surface to the level of 
outflow from the buckets, as shown in the diagram Fig. 
160, therefore — 
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Fig. 160. 

As, however, the water level in the tail-race is liable to vary 
and rise a height h,^ above the outflow level, the useful head 
// is evidently represented by h,^ - K^ so that from equation 
(i) we get — 



// = -*„, - K = //i - K + 



^g 



(2) 



We must now consider what is taking place in the turbine 
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buckets due to the change of velocity from r^ to c.^. From 
the hydrodynamic equation — 



^ 2g ' 2g 




- - (3) 


therefore A -A, = ^21-^ - 

tg 2g 




- - (4) 


By substituting this value for fi^-h^ 


in 


equation (2) we 


get- 






A = ^(^H./-.,^) - 




- - (s) 



The values of c, and c^ may now be expressed in terms of <*, 
since — 

r^, : r : : A : Ag 

,. c.^^c - - - - (sa) 

similarly ^i^T"^ " - - - (5^) 

Substituting these values in equation (5) — 

'-ih {'.)"■- i^)-'-] 






^s'2gA (8) 



X +,:;_) -,.v-y - (7) 



The solution of equation (7) will give the value of r for the 
corresponding values of A, A„ and Ao. The equation in 
this form is not suitable for direct use, as, though we may 
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assume values for A and Ag, the value of A^ is entirely 
dependent of the values of A and Ag and the angles a and 
ttg. So that having selected the values of A, Ag, a and a^ is 
necessary to draw out a diagram similar to Figs. 157, 158, 
or 159, and so obtain the corresponding values of A^ 
and aj. 

In drawing out the diagram c,^ should first be drawn in 
the correct direction making the angle ag with the vertical, 
and having a length not less than i inch, preferably 2 inches. 
w^ must now be drawn so as to give u a vertical direction. 
The length of c may now be calculated from equation (5a) 
and drawn in a direction making the selected angle a with 
the vertical. On drawing w^ equal to w.^ for an axial flow 
turbine and completing the parallelogram the value and 
direction of c^ are obtained. Aj may now be calculated from 
equation (5^). 

Equation (7) may now be solved, and the value of c ob- 
tained, whence the other values, r^, c.^ 7i\, Wg* ^^Y ^ 
obtained either graphically or by calculation. This com- 
pletes the calculation necessary in the case of an axial 
flow turbine working under the conditions assumed in the 
Figs. 157, 158, 159. If the value of u resulting is considered 
too high, then the process must be repeated with an altered 
ratio of A : Ag, and if necessary altered values for a and a.^. 

If the calculation has to be made for an outward or 
inward flow radial wheel the only altered condition is in the 
value of 7^1, which will not equal iiKy, but will have a greater 
or less value. If r^ and r^ be the radii corresponding to 7i'^ 
and 7e»2 respectively, then 

•••«'l=«'2-^' - - - (9) 

This new value for 7t\ must be used in drawing out the 
diagram, and consequently c and c^ will have an altered 
ratio to Cy, This operation may be performed graphically, 
as in Figs. 153, 154, Chapter XIX. 
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As it is not always convenient to resort to graphic 
methods, we may evolve an equation from equation (6) in 
which A, is expressed in terms of A, A.,, sin a and sin a.,. 

Referring to any of the diagrams, Figs. 157, 158, 159, «'., 
may be expressed — 

w., = c, sin tto - - - (10) 
therefore by (9) — 



«'i 



: 1 UKy = -^ C Sm a., 



r, 



r., 



(II) 




Fig. 161. 



The whole operation of fixing the values of r, rj, r^, Wj, w.^ 
may be performed by the following very simple graphic 
method : — 

Having selected a and a^, and the ratio r^ : r^ in the case 
of inward or outward flow turbines, draw out the diagram to 
any scale as shown by the light lines in Fig. 161. Set up a 
vertical OG and draw OF at right angles equal to AB in the 
diagram, and with the length CD mark off FG completing 
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the triangle OFG. From G set off GH at right angles to 
OG and equal to AE. 

Join OH. Then OF = r,, FG = r2, and GH = r to any 

And FG2 -OF^ = OG2, 

or r.,2 -c^^ =0G.,. 

Again GH2 + OG2 = OH2, 

or r2 + r\,-ri2 = OH2. 

From equation (5) — 

therefore OH- = 2gh = ?'-, where v represents the velocity 
due to the head h. 
Extracting the roots 

OH = 7;. 

The velocity v. due to the head h for the case under con- 
sideration may now be calculated and marked off from OH 
to any suitable scale (say 20 feet to i inch), as shown by the 
thick line in the diagram. 

Draw r, ^1, ^2 parallel to GH, OF, and FG respectively, 
and scale off their lengths to the same scale that was used 
for V. 

Apply these corrected lengths to the diagram, and measure 
off 7£'p 7tf.^ «, and the investigation is complete. 

The head h is the total head, less about 15 per cent, 
allowance for losses by friction. 

According to the properties of triangles c^ may be ex- 
pressed 

c^ = (?-¥ w^ - 2at\ sin a - - (12) 

substituting the values for 70^ and 7i\ given by (11) and 
simplifying 

h\xihy {sb) c^ = (^.(—\\ therefore the quantity contained 
in the brackets in (13) equals (t-) • 
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substituting this value in equation (6) — 



simplifying and extracting the value of c — 



(•5) 



■ - - (i6) 

The values of c, ^j, c,^ w^ and 7f'.>, as investigated by the 
above-described methods, are the theoretical values, and do 
not take into account the losses caused by friction of the 
pipes and vanes. There are several separate causes for loss 
in reaction turbines, namely, friction of vertical supply pipe ; 
friction of guide vanes ; friction of wheel buckets ; loss by 
leakage between guide vanes and top of wheel buckets ; loss 
from energy represented by the velocity « ; and when the 
wheel is not running at its best speed, loss by impact due 
to the angle of inflow aj being different to the corresponding 
angle of the wheel buckets. 

The first of these losses may be calculated by the formula — 

A=/4.g- - - 07) 

By making the velocity v small, such as 3 to s feet per 
second, the head lost on this account is very small. Values 
ofyi have already been given in Chapter II. 

The head lost by friction of guide vanes is given by the 
equation — 

/,„=/. i! . . . (,8) 
in which/has the value .11, determined by experiment. 
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The losses occurring through leakage between the guide 
vanes and wheel are dependent on the pressure h^ at that 
point, and on the width of opening between the guides 
and wheel, usually \ inch. As an attempt to calculate 
this loss would require a good many assumptions to be 
made, it is advisable to make an allowance as observed 
from good examples of turbines. The loss by leakage is 
found to be fairly represented by about 4 to 5 per cent, of 
the total head, so that we may write the equation — 

/^.,i = .04H to .05 H - - (19) 

It may be here observed that on account of this leakage 
the velocity c will actually rise by 4 or 5 per cent, above 

A 

what is required by the ratio --. In fact the gap be- 

A2 

tween the guides and wheel is a sort of useless addition to 
the areas Aj and A.,. 

The losses occurring in the wheel buckets may be calcu- 
lated by a modification of equation (18), for instead of a 
uniform velocity we have a velocity varying from c^ to c,^. 
Assuming that the change from c^ to r^ takes place by 
uniform acceleration, then the equation becomes — 

''^^f-^-i, - - - (-) 

in which /has the same value as before. 

The energy lost in every pound of the off-flowing water 
due to the velocity // is represented by the equation — 

Au = — ' ' - (21) 

By combining the above equations the useful head //„, 
representing the proportion of the total head H, which is 
converted into useful work, may be found. 

//„ = H-(>^i + //,i + //,i+//3i + >^J - (22) 
T 
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The head // for use in solving the equations (7) and (16) 
is given by the equation— 

// = H -(//,+ //,if//,,+//3i) . - (23) 

consequently - 

//„ = //-//^i - - - (23^) 

The equations (17) to (23) are not in a form for direct 
use, as they contain the quantities r, ^p r^„ //, which are 
unknown until equation (i 7) or (23) has been solved. They 
might, however, be worked out in suitable form and included 
in etjuations (7) and (16), but there is then the disadvantage 
that all operations are conducted at once, and it becomes 
difficult to follow the effect of the various losses. 

A very near approximation to the value of c, corresponding 
to the head ^, as given by et^uation (23), is obtained by first 
calculating r, c^^ c, by equation (7) or (16), and then using 
these values in solving equation (23). This method is, of 
course, not strictly correct ; but as some of the quantities in 
the eijuations (17) to (20) arc only approximate, it is useless 
to be too critical. 

An example worked out for a head of 10 feet, and A = A^, 
a = a., = 6o", as shown in Fig. 158, gives a loss of head of 
1.66 feet, or 

// = H - 1.66 = 10 - 1.66 = 8.33, or 83.3 per cent., 

or a loss of 16.66 per cent, due to friction. Experiments 
conducted on existing turbines give values of 82 to 86 per 
cent, for h. There is a further loss of about 12.6 per cent, 
due to the velocity u of off-flow, so that the useful head h^ 
given in equation (22) is — 

/i„ = H -(1.66+ 1.26) 

= 10 - 2.92 = 7.08, or 70.8 per cent. 

Allowing 2.8 per cent, for shaft friction leaves 68 per 
cent, for the brake efficiency of the turbine, which is a good 
performance for the design under consideration. By in- 
creasing a = ci^, to 66° the brake efficiency is improved to 
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73 per cent., and by further enlargement of the angles a and 
a._, a better efficiency may be expected. 

The calculations for the velocities being completed, the 
proiK>rtions of the turbine, such as width of guide and wheel 
passages, diameter, number and depth of buckets and guide 
passages, may be settled. If the wheel is required to give a 
certain brake horse-power, the corresponding quantity of 
water, Q cubic feet, can be calculated from the value h^ in 
equation (22). 

0_ B.H.?.x 33000 .X 

^ 60 X 62.27 x^„ " 

The area A necessary to pass this quantity is A = -^, so that 

the width of guide passages e^ may now be calculated from 
the formula — 

A 

e, == 

27rrj cos. a - z^t^ 

in which r^ represents the mean radius for an axial wheel, 
and Sj the number of guide vanes, and /^ their thickness. 
As, however, the passage of the wheel vanes across the 
openmgs of the guide passages the effective area A is 
diminished below the value above found, so that if s, is the 
number of wheel vanes, and /^ their thickness, the equation 
becomes — 

e =1 - (25) 

In the same way the width e,^ of the wheel at outflow is 
found by — 

^,= ^•-^ - - - (26) 

2'!rr., cos. a^ - zj,. 

If the diameter chosen gives unsuitable values for e and e*.,, a 
new diameter must be selected, and the calculation repeated. 
The number s^ of guide vanes may be found by making the 
width of oiHjning of passage, measured at right angles to 
the direction of flow, equal to about 5 inches. Then 
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number z., is then given either equal to Sj or slightly greater. 
The depth of the buckets may now be settled so as to give 
a change of direction to the water not too abrupt. The 
dimensions satisfying this condition varies from about 8 to 
1 2 inches. 'Ihe depth of guide passages may be from | to i 
of the depth of the buckets. 

Instead of discharging the water from the buckets direct 
into the tail-race, it is evident we may lift the wheel some 




P'ig. 162. 

height above the tail-race level and connect a hermetically 
sealed pipe, called a suction tube, to the guide passage 
frame enclosing the wheel from the atmosphere, and having 
an opening under the tail-water. If this pipe be filled with 
water, the rate of flow in it, when the turbine is at work, will 
depend upon its sectional area A3, and compared with c the 

A 

velocity in this pipe will be <:, and making the outflow area 
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A4, the velocity of ofT-flow becomes --r. 

A^ 



If the velocity of 



off-flow ^4 is the same as //, as it will be if the suction tube 
is of annular form, as shown in Fig. 162, having a width e.y^ 
then the calculation is the same as that for a turbine without 
suction tube. There will, of course, be greater loss owing 
to the increased wetted surface of the annular suction tube 
above that of a plain tube. 




Fig. 163. 

If, now, the inner ring be removed, the off-flow area A^ 
appears to have the full area of the suction tube, but whether 
this is so or not depends on several circumstances. The 
water in flowing from the wheel with the velocity u cannot 
at once alter its velocity to c^ = c^ to suit the area of the 
suction tube A3 = A^. The result is that there is a central 
core of comparatively dead water somewhat of the shape 
shown in Fig. 163. As the water passes down the suction 
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tube the velocity changes from u by values approaching 
nearer and nearer to c^^ until, if the tube is sufficiently long 
in proportion to its diameter, the velocity c^ is reached. If 
the tube is short and of large diameter, the velocity outflow 

A 

c^ will not be represented by — r, but will have some higher 

. ^ 
value, as the whole area A4 is not in that case effective. 




Fig. 164. 

This uncertainty of the velocity r^ may be overcome by 
putting a bottom plate into the suction tube and cur\'ing 
the lower edge outwards to form a lip as shown in Fig. 164. 
The area A^ has now a definite value, and if an inner tube 
is to be used, it should be somewhat similar in shape to the 
dotted line in Fig. 164. Experiments on turbines prove 
that if this inner tube is only an approximation to the true 
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shape, the efficiency of the wheel falls below the efficiency 
without an inner tube. Generally it is advisable to leave 
out the inner tube. 

By altering the area A^ the velocity c^ may be altered, 
but in altering it will have an effect on the other velocities 
Cy rj, c.,, so that a new equation must be evolved before r can 
be ascertained. Referring to Fig. 164, the useful head // 
is represented by //„, - //^, so that as before - 

// = ^.„-//^-//i-//^ + — - (27) 

2 c 



adding /a, - //., to each side — 

By equations (3) and (4) //j - Z/., has been shown equal to 



// = //^-//.,-h//.,-//,+ ^"- - (28) 





--^-, similarly — 


" 2.? 2g 


lllCI 


reiore — 





(29) 
(30) 



Substituting these values in equation (28) — 



2^ 
Expressing r,, r^, //, c^ in terms of c — 

A A A A 

r, = -—Cy <•., = -r, u = r., cos. a., = c cos. a.„ r. = — -r. 
Aj ' A.2 ** " A.2 " A4 

Substituting these values in (31) — 

-;?'{-(a;)'-(|)'^(^)'-(a:)''--.}<-> 

The expression iff. ) "(V) ^^^ already been dealt 
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with in equation (15), and (-—j cos. V, may be written 

(A\- 
— j ( I - sin V,), therefore — 

-,H(s)*'-.[-(?.)']-^:-A:''""'"-^(A.n 

(33) 

consequently — 

(34) 

The value of c having been found from the above equation, 
the corresponding values of r„ r^, 7f',, t^^, //, r^ and c^ may 
be easily ascertained, and after making dlie allowance for 
frictional losses, the calculation of the dimensions of the 
wheel proceeded with as before. 

As regards the los.ses, the frictional loss in the suction 
tube may be ascertained with sufficient accuracy by the 
etjuation — 

// 2g 

in which c^ represents the average velocity in the suction 
tube, combining this with equation (17) - 

//. = /o.^.- +7^/^ - - (35) 

d 2g d 2g 

Equation (21) must now be written — 

K.='f^ - - - (36) 

By substituting these new values in equations (22) and 
(23) the values of //„ and // are ascertained. 
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If the velocity r^ is less than //, an examination of equation 
(2^a) shows that //„ is greater for a suction tube turbine than 
for the same turbine without a suction tube. 

The amount by which the head //„ is increased is repre- 
sented by — 

It has already been pointed out that the change of velocity 
from u to c^ seldom takes place without loss from eddy 
currents. If the whole head A^yu represented by the change 
be lost, then //„ has the value — 

as before. Generally //„ will lie between these two extremes, 
and may be expressed — 

/'»>/'- g</'-J-*-g - (37) 

No mention has been made as to the maximum height 
of suction tube allowable in a turbine. The height to 
which water will stand in a vacuum tube when balanced 
by the pressure of the air is 34 feet, so that with perfect 
conditions the height of the vane outlet above the tail- 
water level may be 34 feet. There are objections to this 
in practice, as any slight reduction in the velocity u would 
at once cause a vacuum in the suction tube, and on 
the velocity u again increasing, the two surfaces of water 
would again approach with a loud report known as the 
water hammer. Further than this, all water contains more 
or less air and other gases in solution, which are given off 
on a reduction of pressure. The gases thus entering the 
suction tube added to the air leaking in through the joins 
would very soon destroy the continuity of water with a con- 
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sequent loss of head. In practice the following heights of 
suction tube are found to be the limits : - 



Diameter. 
Feet. 


Height. 
Feet. 


Diameter. 
Feet. 


Height. 
Feet. 


13.0 - 


- 9.84 


4.9 - 


- 19.68 


'I.5 - 


II.IS 


3-3 * 


- 26.24 


9.8 . 


- 12.46 


2.0 


- 27.88 


8.2 - 


- ^3-77 


0.98 - 


- 29.52 


6.5 - 


- 1476 


0.49 - 


- 3»i6 



CHAPTER XXI. 

dp:sign of turbines in detail. 

In the preceding chapters it has been pointed out that there 
is one particular speed at which any turbine is best suited 
to run. At this speed the efficiency is highest, and conse- 
quently the water consumption per horse-power lowest. If 
the work being performed by the turbine is for any reason 
reduced, the turbine will accelerate in speed, and if the 
work is increased tfhe speed is reduced. In impulse turbines 
this alteration of ihe speed causes loss from impact of the 
water against the wheel buckets, and the consumption per 
horse-power is increased. In reaction turbines there is a 
loss by impact due to this change of speed, but in addition 
the velocity of flow through the wheel is liable to consider- 
able variation. As the speed of the wheel is reduced, the 
velocity increases until, when the wheel ceases to revolve, 
the velocity approaches nearly to that due to the head acting 
on the wheel. 

If, on the other hand, the speed of the wheel is increased 
above its best value, in most designs of reaction turbines 
the velocity of the water through the wheel is again in- 
creased. This is most noticeable in the designs illustrated 
by Figs. 158 and 159. In a design similar to Fig. 157 the 
increase would be trifling. 

This increase of speed is due to the fact that while one 
part of the vane is acted upon by the water, the other part is 
acting upon the water and forcing it through the wheel after 
the manner of a centrifugal pump. This unsuitability of the 
turbine to a variation of speed is of very little practical 
importance, as the usual requirement is for a fixed speed 
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with variation of power. In most instances the water supply 
is none too plentiful, especially during the summer months, 
so that it becomes necessary to make the water consumption 
in some measure proportional to the power required. There 
are many forms of regulating devices for varying the power 
and water consumption of turbines. In some instances 
these appliances are worked by hand, while in others their 
action is rendered automatic through the agency of a 
governor. The most primitive form of regulator used for 
both impulse and reaction turbines consists of a sluice placed 
in the head-race. The part closing of this sluice causes 
the water on passing it to acquire a greater velocity and 
consequent loss of head. The turbine is now working with 
a considerably reduced head, but with the same velocity, 
hence the angle of the wheel vanes is unsuited to the new 
condition, and there is consequently considerable loss of 
efficiency and increased water consumption per horse-power. 
If the head is reduced to one-half, the efficiency would fall 
to about 30 per cent. This form is evidently unsuitable. 

A form of regulator, which is applicable to reaction tur- 
bines only, consists of a sluice applied to the tail-race or 
suction tube. Referring to Fig. 164, the bottom plate of 
the suction tube might be made adjustable in position, so 
that by rising or falling it would alter the area A4 of off-flow. 
Instead of adjusting the bottom plate, it is usual to cause 
the lower part of the suction tube to telescope on the 
upper part, thus altering the area A4. Though this form of 
regulator does not alter the efficiency of the turbine much 
when the variation of the opening is slight, still it has very 
little effect on the quantity of water flowing even when 
closed to one-fourth of its full area. This fact is easily 
accounted for, as the reduction of area A^ causes less differ- 
ence between the pressures ^^ and ^.,, and a consequent 
reduction of useful head //. The remainder of the total 
head is absorbed in giving to the water a high velocity of 
off'-flow c^. 
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Fig. 165 shows a form of regulator which has been used 
at times. Between the guide vanes a and >v!ieel vanes u 
a sliding regulator c is placed, having holes corresponding 
with the openings in the guides. On causing the regulator 
c to pass across the faces of the guide openings, their area 
is reduced, and the flow of water consequently interfered 
with. An inspection of the drawing will show that this 
form is very unsuitable for reaction turbines, as there is 
a sudden enlargement of area on entry to the wheel. For 
impulse turbines the effect on the efficiency is not very detri- 
mental within limits, but owing to the distance between the 
guide openings, the turbine re- 
quires to be larger in size for a 
given power, thus increasing the 
cost. 

A modification of the above- 
described regulator has already 
been illustrated in Fig. 147, as 
applied to a Girard or partial 
admission impulse turbine. In 
this form the sliding reg^ilator 
has no holes, but advances from 
one side, thereby cutting out 
entirely one or more of the guide Fig. 165. 

passages. In the figure all the 

passages are shown closed. This method of regulation 
gives very good efficiencies, and has been applied in various 
forms to both impulse and reaction turbines. 

One modification of the above - described regulator is 
shown in Fig. 166, where each guide passage is provided 
with a vertically operated sluice a, having the appearance 
of a spade. This sluice is so operated that the guide 
passage is either fully open or closed. The sluices arc 
controlled by a circular guide rail which may be revolved 
by hand or by a governor mechanism. This guide rail 
consists of an upper and lower rail b and c, communicating 
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at two places by means of sloping grooves or cams, such 
as D. Small rollers attached to the sluices bear on the 
guide rails b when the guide passages are open ; and on 
revolving the circular guide rail these rollers pass in turn 
down the sloping grooves d on to the lower guide rail c, 
thus causing the sluices a to enter the guide passage and 
stop the flow of water. 

Owing to the length required for the efficient working 




Fig. i66. 



of the sloping groove it is usual to attach several sluices 
to one roller. By having two sloping grooves placed 
opposite to each other the closing of the guide passages 
always takes place equally on two opposite sides of the 
wheel, so that the wheel is always truly balanced about 
its centre, with a consequent minimum of friction. When 
this system of regulating is applied to reaction turbines 
it becomes necessary, especially if the velocity of flow 
through the wheel buckets is great, to make some provision 
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for the velocity of the water being reduced gradually, and 
shock thereby avoided. The space between the guide vanes 
and wheel may be used for this purpose, for as the wheel 
vanes pass under the guide passages containing dead water, 
the pressure will be reduced, and the continued flow of the 
water in the wheel buckets will cause air to be sucked in 
through this space. On the wheel buckets again coming 
under the active guide passages this air is expelled in front 
of the entering water with little or no loss of efficiency. 
When the buckets are large, and this method of inlet would 
prove insuflficient, air ports in the guide passages are arranged 




Fig. 167. 



to open automatically on the shutting of the sluice. Of 
course this method of air-cushioning is not allowable in 
suction tube turbines. 

Instead of only two sloping grooves there is sometimes 
provided a groove for each roller ; the regulation then ensues 
from the whole of the guide passages being more or less 
opened or closed. The efficiency of this form is very low, 
and the method cannot be recommended. 

Fig. 167 shows a regulator in which hinged flaps, attached 
to the top edge of alternate guide vanes, are used. These 
flaps are caused to oscillate through about 90" of angle, 
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thus opening or closing two guide passages. The motion 
of the flap is brought about by reciprocation of tlie vertical 
rod A, operated by a cam groove similar to that shown at d, 
Fig. 166. 

A very well known regulator is illustrated in Fig. 168, 




Fig. 168. 

known as the scroll regulator. A scroll or blind a, made 
of leather or indiarubber, stiffened with metal strips, is 
attached by one of its ends to the top of the guide apparatus. 
The other end is attached to a roller attached to the end of 
a revolving arm, and on the arm being revolved the blind 
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is wound upon the roller or vice versa. Two of these 
scrolls and rollers are usually applied to a turbine, so that 
the wheel is always balanced. In a modified form of this 
regulator each scroll is displaced by a half ring of metal. 
The guide passages of one-half of the turbine are deflected 
upwards while the other half are deflected downwards, as 
seen in Fig. 169. Each of the two half rings a B is thus 




Fig. 169. 



enabled to slide off the passages it has to control, without 
covering up the passages under the control of the other. 

The arrangement shown in Fig. 1 70 was used by Professor 
James Thomson in his inward flow turbines. Some of the 
guide vanes are hinged, so that on being oscillated they 
reduce the opening of the guide passages. The movement is 
effected by link- work operated from a hand- wheel or governor 
mechanism. 

A turbine has been designed by Nagel and Kamp in 

U 
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which both the guide passages and wheel buckets are 
reduced in area. The arrangement is as follows: — The 
guide apparatus is provided with a false or movable side 
having a slot for each guide vane to pass through, and on 
this side being advanced towards the other side of the guide 
apparatus in a radial wheel the effective area is reduced. 
The wheel is arranged to rise or fall on its axis, and in 

I 




Fig. 170. 

SO doing operates this false side. One side of the wheel 
buckets is also movable in relation to the rest of the wheel, 
but fixed in relation to the guide vanes. Thus on the wheel 
being moved on its axle, the guide and wheel passages are 
altered in area. The arrangement has the disadvantage 
that it is costly and complicated. 

The only other form of regulator requiring notice consists 
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of a ring capable of sliding over the outflow openings of the 
wheel buckets. Fig. 171 shows this arrangement as applied 
to the large turbines at Niagara Falls. The wheel buckets 
A and guide passages b are divided by two partitions so as 
practically to form three turbines side by side, and as the 
wheel is already double, having a top and bottom turbine, 
there are really six turbines coupled to one shaft. There 
are two rings, such as c, connected together by rods passing 
through guides, and as these rings are advanced over the 




Fig. 171. 



outflow areas, two of the six turbines are throttled, the 
remaining four still performing their full duty without loss 
of efficiency in them. When the two wheels are entirely 
closed the power is reduced to about two-thirds, and when 
four are closed the power is slightly under one-third of the 
full power. This form is particularly suited to large wheels, 
and those working with a large head of water and corre- 
spondingly high velocity of flow. The figure shows the 
lower portion only of a Niagara turbine. 
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Examples. 

Impulse turbines (Example i). 

A quantity of lo cubic feet of water per second is avail- 
able, and after deducting head lost in pipe friction and 
bendst it is estimated that the available head is 332 feet. 

Q= 10 
H = 332 

\jr ' TT T> Q X 62 X 60 X H 

Maximum H.P. =-^ = 374 

33000 

Select a = 74° 

„ a., = 7 8° 

c= .95 j2gA = 138.4 feet per second (^ = H - /i^). 

Owing to the small quantity of water and high velocity, 
the turbine must be an outward flow (iirard wheel with 
partial admission. 

Any number of revolutions per minute may now be 
selected. 

Select R = about 210 per min. = 3.5 per sec. 

In Fig. 144, w, is much less than r^ take 7^*1 = 63 for pur- 
poses of trial, then 

i = circumference, or — = 1 7 ft. or 5.4 ft. dia. 

R per second 3.5 

Select depth h^ of vanes = 6 inches, then outer diameter = 
6.4 feet. Draw out diagram, as Fig. 144, to scale, making 

a =74' c =138.4 r=2.7 

a,,= jS" «'i = 63 r=3.2 

(Suitable scales for c and r are 50 feet= i inch and i foot = 
I inch respectively), then by measurement ^^ = 80, «'2^74» 
r.,= 76, u= 15, a^ = 6i°; by calculation (equation 3, p. 275), 

^2 = 75-8- 

As the values of c^ by the two methods practically agree, 
the assumption 7Vy^ ■= 63 was correct. If these values had 
differed widely, the mean between the two should then be 



DESIGN OF TURBINES IN DETAIL. 309 

taken, and the other values, r^, etc., found by correcting the 
diagram. 

The brake H.P. may now be found. 

c = 138.4 is velocity due to 300 ft. head . *. head lost = 32 = 10 7o 

c,= 80 „ „ 105.0 „ / » -^9-5- 5-8 /o 

« = IS .» ». 4 „ „ = 4 = 1.2 7o 

Shaft friction 5 7^ 



22 7o 
Then 100 : 374 : : 78 : B.H.P. 
B.H.P. = 291.7, or say 280 H.P. available. 
The dimensions of guides and buckets may now be 
settled. 

A = 4^ = -7; 7z- = .08 1 square feet. 

.89^ .89x138.4 * 

This is equivalent to an opening 3 inches wide x 4 inches 
measured at right angles to direction of flow. 

e^ for guides = 3 inches, and using two guide passages, their 
o|)ening will be 2 inches each, or 4f inches measured on 
circumference. The pitch of wheel buckets must not be 
less than 5 inches, and their thickness is \ inch. 

Number of wheel buckets = ^ ?" , = 38. 

By scaling the width of inlet to bucket at right angles to 
^1, and outlet at right angles to c^ their values are 3!^ and 2 J 
inches respectively — 

^1 X 3^^ X ^j = ^2 X 2^^ X ^2 ,\ e,t = 4.9 inches, say 5 J inches to 
give extra clearance. 

Collecting the values — 
Q = 10 ft. « =74** r= 138.4 ft. <ri-3in. 

II =332,, ai = 6i* Ci= 80 „ iTj (for buckets) = 3J in. 

H.P. =374 a.,=78' ^3= 76 „ f! = Si » 

B.H.P. =291 Wi = 63ft. r,= 5ft. sin. Cj =2 

Load =280 H.P. W2=74» ^3= 6 ,,5,, z^ =38 

Regulation as shown in Fig. 147. 
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Example 2 — 
Quantity of water - - Q = 30 feet per sec. 
Head . . - . H = 15.6 feet. 

*;r tr T> Q X 62.2 X 6o X H . q 

Max. H.P. = -^ = 52.8. 

33000 

Select a = 68' 

» ^2 = 72" 

^ = •95 V?^ = 28.88 

A = —^ = 1.17 square feet. 
.89^ 

Select mean diameter of wheel for axial flow, 3 feet. 

As ^o is a large percentage of the total head, c,^ may be 
taken approximately equal to c^. 

Draw out the diagram, Fig. 142, making u vertical, and 
select 7^1 = 0^0= 15^ for trial. Then for ^=28.88, c^^ 15.5, 
and ^0= 16.5 by measurement. 

By equation (3), p. 275, Cj,= 16.5. 

The correct values are therefore ^1=15.5, c.y=i6.Sj 

7f/, =7£/j,= I5.5, « = 6. 

The brake H.P. may be found — 
c =28.88 velocity due to 13 ft. .'. head lost 1.5 ft. =9. 7 7o 

^.= 16.5 ,, 4.25 -/'o =3.25 „ / " '^ " "^ ^' 

«= 6 „ .56,, „ .56,, =3.25 7o 

Shaft friction 4.00 7o 

Then 100 : 52.8 : : 79.8 : B.H.P. 
B. H.P. =42, or say 40 H.P. available. 

By equation (4), p. 276, e^ may be found. Take 5^ = 20, 
/j = J inch = .02 feet. 
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2irrcos.a - jSj/^ 2 x 3.14 x 1.5 x .374 - .4 



= .37ft. = 4r 



A., = 2 = 4^ = 1.8. Take z,^ = 18, /j = i inch = .02 ft. 

rp, A 1.8 

Then e.y = 



2TrroCos,a.^- z^^t^ 2 X 3.14 X 1.5 X .309 - .36 
= . 7 feet = 8^ inches nearly. 
Allowing for clearance, make ^?2 = 9 inches. 

Revolutions per min. = ^ — x 60 = 98. 

3-14x3 

Collecting the values — 

Q =30 ft. a =68** f =28.88 ft. ^1 = 4i in. 

II =15.6 „ 01 = 46" ^1 = 15.5 „ ^i( for buckets) = 4i „ 

H.P. =52.8 03=72' ^2=16.5 „ e^ =9 „ 

B.H.P.=42 7£;i = i5.5fi. r,= 1.5 „ si =20 

Load =40 H.P. 7C'2=»5-5 »» ''2= '-S n «2 =18 

Depth of buckets may be made 8 inches, and depth of 
guides 6 inches. 

Regulation by any of the methods shown in Figs. 166, 
167, 168, 169. 

Reaction turbines (Example 3). 

Quantity of water - - Q = 30 feet per sec. 

Head - - . - H= 15.6 feet. 
Jonval type A = A.^. 
Max. H.P. = 52.8" 
Select a =72' 

Draw out the diagram, Fig. 158, to any scale, making 

A 

r., = -1-r. With the dimensions thus found for r, rj, r.„ con- 

struct the diagram, Fig. 161. 

Assume a loss of head of 15 7o» ^^^ ^"d velocity due to 
/i = .85H; mark off this value on the diagram to a suitable 
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scale, and complete the 


diagram 


and 


scale off values for 


c =21.2 feet. 








^1= 6.1 „ 








^2=21. 2 „ 

Wy, a»2» ^"^ '' "^^y ^^ found by graphic method from c,^~ 


7<'i = «'2=20.5 








u =6.1 








Find brake H. P. Byeq 


■ {^ia\K 


= /*- 


yi„ = .85H-?^ 

2jr 

- -9 7, 
■ 4 7. 


= (85- 
.-. Hydraulic losses 
Shaft friction - 


-04)H = 


81H. 



23 7o 

Then 100 : 77 : : 52.8 : B.H.P. 
B.H.P. = 40.65. 
The dimensions of the wheel may now be settled. 

A = -^ = -5^ =1.41 square feet. 
c 21.2 

Select radius 1.25 feet and ^1=15, A = i inch = ,02 feet, 

z.y= 16, /2 = .o2, then 

€y = — by eq. (25) 

2 X 3.14 X 1.5 X .309 - (15 X .02 + 16 X .02) 

= .609 feet = 72 inches. 

For Jonval turbines f^^^v Owing to the obstructing 

action of the vanes, A^ is not in practice equal to A, but 

slightly greater. 

Revolutions per min. = ■ — ' - - x 60 = 130. 
3-14x3 



Collecting the values — 






Q =30 ft. 


a =72" 


r =28.88 ft. 


£1= 71 in. 


H =15.6,, 


a|= o** 


'1=15.5 n 


^•i- 7i ., 


II. P. =52.8 


ai = 72'' 


'2=16.5 „ 


=1=15 


B.H.P. =40.65 


7f/, = 20.S 


^1= 1.5 » 


z,,= i6 


Load -40 H. P. 


W.2=20.5 


r..= 1.5 „ 


/!=/.,= iin. 



Depth of buckets 6 inches and guides 6 inches. 
Regulation by any of the methods shown in Figs. i66, 167, 168. 
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Example 4 — 

Design an inward flow radial turbine for the 
ditions. 

Q = 30 feet. 

H = 15.6 feet. Max. H.P. = 52.8. 


same con- 


Select -A =:L 
A2 1.5 


= .666. 






» « =75'- 

„ «2=72'. 









„ A-j = 2 feet. 
„ r^ =1.5 feet. 
Draw out the diagram as in Fig. 157 to any scale, making 

Co = -T-^, and observing ratio r^ : r^. 

With the dimensions thus formed for c, c^, r,, construct 
diagram, Fig. 161. 

Assume a loss of head of 15 V„, and find velocity due to 
// = .85H, and mark off this value on the diagram to a suit- 
able scale, and complete the diagram and scale off values for 
Cy ^1, ^2. 

c =2$ feet. 

^1= 7 » 
q= 16.8 „ 

7f'j, 7f._„ u may now be found by graphic methods from c.^ — 

7£'l = 2 1.3 
7«'2 = 1 6. 1 

u = 5-3 ^ 

ttj by measurement = 24°. 

Find brake H.P. By equation (23^) h^ = // - /i^ = .85H - — 

= (.85-.o3)H = .82H .-. Hydraulic losses - 18 7^ 

Shaft friction - - 4 **/^ 



Then 100 : 78 : : 52.8 : B.H.P. 
B.H.P. = 4i.i8. Say 40. 



"7o 
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The dimensions of the wheel may now be settled. 

A = -^ = ^=i.2 square feet. 

c 25 

Select ^Tj = 18, z,^ = 20, /j = /^ = .02 feet. 
Then (by equation 25) — 

€. = L? = .45 ft. = eg" 

2 X 3.14 X 2 X .258 -(18 -.02 + 20 X. 02) 

A., = ^ = -5?- = 1.8 square feet 
- ^2 16.8 ^ 

Then (by equation 26) — 

., = — ^ — . ^. = .73 ft. = s-r 

2 X 3.14 X 1.5 X .309 - (20 X .02) 

Revolutions per min. = L— x 60 = 102, 

3.14x4 

Collecting the values — 

Q =30 ft. a =75° ^ =2S ft. <?i=5Sin. 

H =15.6,, 01 = 24'' f,= 7 „ ra= 8i „ 

H.P. =52.8 0,^ = 72'* <2=i6.8„ Ci=i8 

B.H.P. =41.18 Wi = 2i.3 ft. ri= 2 ,, =2 = 20 

Load =40 H.P. Wa=i6.l „ ry= 1.5,, /i = /.j= 1 »". 

Depth of buckets 6 inches, and guides 6 inches. 
Regulation by any of the methods shown in Figs. 169, 170. 



CHAPTER XXII. 

WATER WHEELS. 

In the overshot water wheel, as illustrated in Fig. 172, the 
water acts upon the buckets or paddles of the wheels chiefly 
by its weight, passing from a trough or stream over the 
upper face of the wheel so as to fall against the surface of 
the buckets. This type of wheel is useful for low falls 
varying from 10 to 65 feet, the head water level not varying 
more than 2 feet. The efficiency varies from 60 per cent, 
to 75 per cent. The efficiency of the wheel is decreased 
by the loss of water, which arises owing to the horizontal 
velocity of the water when falling upon the wheel, and 
further loss results owing to the fact that the tail water 
does not flow freely from the wheel pit, but gives instead a 
certain amount of back wash in an opposite direction to the 
flow of the tail-race. The useful horse-power obtainable, 
assuming an efficiency of 65 per cent., is 

.65 X ^ — -^ — = .o74QH, where H is the available head 

measured in feet. 

The water should have a velocity greater than the cir- 
cumference of the wheel ; thus if the wheel has a peripheral 
velocity of 6 feet per second, the water should be flowing at 
about 10 feet per second. This velocity is obtained by 

falling through a height id^ = 2gh ox h= = i-55 feet, 

64.4 

or the water should enter the wheel at a position 1.55 feet 
below the surface level of the head water. 

To remedy the practical losses arising from the non- 
clearance of the tail water, and to enable the wheel to be 
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immersed beyond the i foot extreme limit of immersion 
for an overshot wheel, the breast wheel, as shown in Fig. 
173, is employed. 

The water acts by weight only, dropping almost vertically 
into the buckets through the openings in the pen trough, 





J 








r^<^^jmji 


u 


7 


Td 




Fig. 172. 



which is shaped to the circumference of the wheel. The 
masonry breast or curved edge adjacent to the wheel is not 
employed in the large wheels of this type where the 
diameter exceeds 19 feet. The buckets are only partially 
filled, and the space between the inner edges of the buckets 
and the wheel shrouding admits of free ventilation during 
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the movement of the wheel. The efficiency of the ordinary 
breast wheel varies from 70 to 75 per cent. 

The oldest type of wheels known is that of the undershot, 
as illustrated in Fig. 174. The efforts of Poncelet led to 
great improvements in the efficiency of this wheel. It is 
used for falls up to 6 feet, acting on the same principle as 




the impulse turbine. The stream of water should flow down 
an incline of i in 10 to impinge upon the curved blades 
near the bottom of the wheel and leave them with very 
little velocity and consequent work unabsorbed. 

The diameter of the wheel should be at least twice the fall, 
the speed of the periphery between 50 and 60 per cent, of the 
velocity due to the fall measured to the centre of the inlet 
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orifice. The depth of the bucket in the radial direction equal 
at least to one-half the fall. The number of buckets found to 
be most efficient is 1.6, the diameter of the wheel in feet +16. 
Thus with a fall of 3 feet, and for a wheel of 1 2 horse- 
power, the diameter will be 6 feet. 




Fig. 174- 

The fall being 3 feet, the velocity due to that height — 
2' = 8 ^3 = 13.86 feet per second. 

Number of revolutions = '^^- — =22. 

iro 

Assuming a duty of 60 per cent., then the cubic feet of 
water Q required will be — 

12H.P.X 530.5 
Q= TxT6 =3536, 

which will require a width of 10 feet 6 inches with a depth of 
stream taken at 7 inches, and a discharge assumed as about 
70 per cent, of the theoretical quantity on to the wheel. 



CHAPTER XXIII. 

HYDRAULIC ENGINES. 

Under the head of hydraulic engines we propose to discuss 
the motors in which the hydraulic pressure, acting on a 
reciprocating piston in a cylinder, causes the revolution of 
a shaft from which power may be taken for doing work of 
any kind. Before discussing the best known types in detail, 
it is advisable to inquire into the causes of loss and means 
of prevention with a view to the production of an ideal 
motor. 

The water pressure available may either be expressed in 
feet of head or as pressure per square inch, usually the latter 
for the type of motor under discussion. Whichever form is 
given, the conversion to the other is very simple. Since a 
column of water i square inch in section and i foot high 
weighs .434 lbs., it is evident that the pressure per square 
inch in pounds -^. 434 will give the corresponding head in 

feet, or -^ = H, and conversely H x .434 =/. The head 

•434 
H or pressure p being known, the total energy per pound of 
water can be calculated. 

According to the hydrodynamic equation the total energy 
of I lb. of water is — 

where p represents the actual pressure in pounds per square 
inch at any point, and v the velocity of flow at the same 
point ; while L represents the pressure in pounds per square 
inch lost from all causes between the source of supply and 
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the point under consideration. By assuming the source of 
supply to be close to the cylinder of the hydraulic engine, 
the quantity L may be taken as equal to o, as by so doing 
the investigation will be much simplified. We have now 

two quantities to deal with, namely, -^-, representing the 

•434 
head producing the pressure / in pounds per square inch of 

the water passing into the cylinder; and — representing the 

energy absorbed in producing the velocity v of the flow into 
the cylinder. 

We have already (Chapter II.) examined the conditions 
necessary for the change of velocity of the water without 
loss of energy on entering the cylinder. In a perfect design 
of motor the passage from the valve to the cylinder would 
require to be conical or trumpet-mouthed, allowing a change 
of velocity to occur without loss by eddy currents. Having 
arranged for the economical entry of the water to the 
cylinder, we are now at liberty to examine its action upon 
the piston, and as the water entering the cylinder must have 
a velocity corresponding to that of the piston, we must first 
investigate the true velocity of the piston at each part of its 
stroke. 

In the accompanying diagram, Fig. 175, let a b c d 
represent the crank path of a hydraulic engine, then a c 
will represent the length of the piston stroke. When the 
crank-pin is on the dead centre a the piston has no velocity, 
whereas when the crank- pin arrives at b, assuming the con- 
necting rod of infinite length, the forward velocity v of the 
piston is equal to the circumferential velocity v^ of the 
crank-pin; for all intermediate positions of the crank-pin 
between a and b the piston will have a series of velocities 
varying between o and v^. The values of v may be ex- 
pressed as a function of v^. Take any point e in the crank 
path, and draw a tangent e g to represent the velocity t'c> 
and resolve the velocity v^ into its components e h, ii g, in 
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which E H represents the horizontal velocity v of the piston 
corresponding to the point e. Let fall the vertical ef, 
then the triangle o e f is similar to the triangle of velocities 
E G H, so that 

z; : t^c : : EH : EG : : EF : EO 

z; EF . /I 
or _^,^ = sin (7. 

Vc EO 

therefore v^v^sinO - - - (2) 

The velocity v of the piston, therefore, varies as the curve 
of sines, and its value at any point of the stroke may be 
found by the aid of a table of sines, or by describing a semi- 
circle with radius OB = z/c to any suitable scale, when the 
ordinates, such as e f, e^ f^, measured to the same scale, will 
give the velocity v for the corresponding points f f^ of the 
stroke. 

Having obtained the values of v, we can now by the aid of 
the hydrodynamic equation (i) find the corresponding values 

of/, as E may be substituted by -^- ;/„ being the pressure 

•434 
per square inch when the water is at rest. The equation 
then becomes — 

E= ^° =-^+^' (.) 

.434 .434 2,^' ^^^ 

/=A-— x-434 - - (3^) 

The values of/ thus obtained may be plotted as ordinates 
(Fig. 176). The curve thus produced will dip from the 
commencement of the stroke to the centre, when, owing to 
the decreasing velocity, it will again rise by a similar contour 
until at the end of the stroke it has the value /o as at the 
commencement. 

If the piston had moved forward through the stroke with 
a very small velocity, the pressure /o would have remained 
constant throughout the stroke, so that the work done per 

2^ 
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square inch of piston area would be /^S foot-pounds, S being 
the length of stroke in feet. But/oS represents the area of 
the parallelogram ailc, which therefore is a measure of 
the tolal available energy per square inch of piston area. 




Figs. 175, 176, and 177. 

Instead, however, of the pressure /„ we have the varying 
pressure /, so that the area of the diagram a i k l c repre- 
sents the work done per square inch of piston area by the 
va-ying pressure/. The difference ikl between the dia- 
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grams a i l c and a i k l c, therefore, represents the kinetic 

energy due to the varying velocity of the water, and is a 

V- . 
function of the quantity — in the hydrodynamic equation. 

The diagram a i k l c gives the curve of pressures acting 
upon the piston, supposing that the base of the piston is 
always close up to the valve opening without any intervening 
water ; this, however, is not the case, because as the piston 
recedes there is an increasing quantity of water to be ac- 
celerated. We will now proceed to deduce the curve of 
pressures necessary to produce this acceleration. It is well 
known in connection with steam engines that the force/, 
necessary to produce acceleration of the reciprocating parts 
is represented by the equation — 

/^^ ^- R2 - ■ (4) 

in which R is the radius of crank circle, .r the distance 
travelled by the piston at any moment, and v^ the crank-pin 

R — t: 

velocity, all expressed in feet. Since -^, at the com- 
mencement and termination of the stroke has the values 
^ and - tt, the equation becomes — 

A=1:--R - - - (5) 

for those points, the 4- sign representing accelerating force, 
and the - sign retarding force. 

Now the column of water to be accelerated may be con- 
sidered as a piston, and we may assume for the time that its 
weight w per square inch of piston area is that of a column 
of water i square inch in area, and having a length equal to 
the length of the piston stroke. If the calculation be made, 
we get the straight line curve mn (Fig. 177), of which the 
vertical ordinates, such as a m, c n, represent the accelerating 
or retarding force p^ at the corresponding point of the stroke 
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for the assumed weight 7t', But as the only point of the 
stroke at which w really represents the weight of the water 
is at the end b, it is evident that the corresponding value of 
/a is equal to the true value /i, for the varying water column. 
At the commencement of the stroke, as w = o, so /b = o» and 
the values of /b for any intermediate point may be found by 
multiplying the value of /a given by equations (4) and (5) 

by the ratio --j,, or — 

w 7uK^-x) X 

A = ^r- — R^r— -^K - ■ (^) 

The operation may, however, be more easily performed by 
graphic method on the diagram (Fig. 177) by dividing ac 
and c N into a similar number of equal parts, and drawing 
radial lines from o to c n and a m, and ordinates from a c, 
when points of intersection will be points on the curve by 
the principle of similar triangles, a o n in the figure repre- 
sents the curve thus produced, and the ordinates /b must be 
subtracted (observing the signs + and - ) from the ordinates 
/o in Fig. 176; thus we obtain the ordinates /» in Fig. 178, 
which may be expressed by the equation (3/j and 6 com- 
bined) — 

^ ^ 7'2 f , «/ vMR-x) X \ / V 

A=A--x.434-{±-.-=V-"-^}- (7) 

The diagram aikpc thus produced is the diagram of 
work for the outward stroke of a hydraulic engine satisfying 
the condition laid down, namely, absence of hydraulic losses 
from friction between the source of supply and the cylinder. 
This diagram must accordingly have an area equal to the 
area of the parallelogram a i l c b, and consequently the area 
above the line i l must balance the vacant area below that 
line, or area aonc. Fig. 177, equals area ikl, ¥\g, 176. 
That this is so is capable of mathematical proof. 

So far we have made no mention of the back pressure 
due to expelling the exhaust water. As the velocity during 
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exhaust is the same at each point of the stroke as the velocity 
during the working stroke, the back pressure will be repre- 
sented by the ordinates of the diagram Fig. 176, added to 
the ordinates of the diagram Fig. 177, and the combined 
area a q s, Fig. 179, represents the energy lost on this 
account. Since the area a o n c is equal to the area i k i., 
the area a c q s is evidently equal to twice area i k l. 

The only condition which remains to be investigated is 
when a length of pipe / of diameter d intervenes between 
the valve opening and the cylinder, or when a similar pipe 
of any length and diameter is attached to the exhaust outlet. 
It is evident that the velocity of the water in the pipe must 
be dependent upon the velocity v of the piston at every 
point of the stroke. Since Q = Az/, and the areas of the pipes 
vary as the diameters squared, the velocity v^ in the pipe 
varies in relation to v inversely as the squares of the dia- 
meter d of the pipe and d of the cylinder, or — 

.-. v^^-^ - - - (8) 

Similarly the weight u\ of the water in unit length of the 
pipe varies in relation to w the weight of unit length of water 
in the cylinder directly as their diameters squared, or — 
a/i : w : : d- : D2 

••• «'i= IF ■ ■ - (9) 

As ?MS a function of v^ we may substitute the values i\ and 
u\ for V and w in equation (5), when — 






or M , d^ w 7' 2 , 

and 7£' being taken equal to /x.434, p^ will represent the 
accelerating force per square inch of piston area at the 
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commencement of the stroke. As a/ is a constant quantity 
throughout the stroke, the diagram of accelerating forces 
will be bounded by a straight line curve, as m o n in Fig. 
177. The diagram so produced must now be subtracted 
from the diagram aikpc, Fig. 178, to obtain the true 
values of /t for these altered conditions. 

A similar invest i_;ntion may be made for the exhaust pipe, 

and the diagram, so pro- 
duced, added to the dia- 
gram ACQS, Fig. 179, taking 
care to observe the -H and 
- signs. 

We do not propose to 
investigate the en erg}' lost 
by friction of pipes and 
bends, as the matter has 
already been treated in 
Chapter II., and the for- 
mulae there given may be 
api)lied, so that we are now 
in a position to examine 
some of the leading designs 
of hydraulic engines, and 
note to what extent it has 
been found advisable to 
follow the precise arrange- 
ment of details demanded 
by our preliminary investi- 
gation. 

Fig. 180 shows a sectional elevation of a Brotherhood 
engine, while Fig. 181 shows a cross section of the same. 
The design consists essentially of three cylinders a b c, fitted 
with single acting rams or pistons D E f, and placed at 120* 
to each other. These three pistons operate by means of 
connecting rods one common crank pin G, which im|>arts 
circular motion to the shaft h. The pressure water is 
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admitted from the supply pipe i to each cylinder during the 
outward stroke of its piston by means of a revolving valve k, 
which is driven by the plate l attached to the end of the 
crank-pin G. The valve K is of simple construction, having 
a passage m ending in a splayed mouth of such dimensions 
that communication between the supply pipe i and cylinder 
port M^ is maintained through 180", or a half revolution of 
the valve. The alternate half of the valve is cut away, so as 
to allow free escape of the exhaust water during the other 




Fig. 180. 



half revolution, thus permitting the exhaust water to flow 
away by the pipe n. The port face o is composed of lignum 
vitae. Each piston is operated upon by pressure water during 
ISC'* of the revolution of the crank-pin, and, as there are 
three cylinders, there is no dead centre ; the turning moment 
applied to the crank -shaft is, moreover, almost uniform, 
as will be seen by reference to the polar diagram, Fig. 182, 
in which vectors such as o a, o b, o e, of represent the 
turning moments for the corresponding positions of the 
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crank -pin. These vectors also represent the velocity of 
flow in the supply pipe i, which is also very uniform. 

In our preliminary examination we took the supi)ly as 
being close to the cylinder, which we now see was justifiable, 
as the only water which is at rest at the ends of the stroke is 
the small quantity contained in the port m^ and the cylinder 
clearance space. The flow in the pipe i may be rendered 
practically uniform by placing an air bell or a shock valve 
similar to Fig. 69, of suitable size, as close as possible to the 




Fig. 181. 



Fig. 182. 



valve. It may be pointed out that the piston stroke is very 
short, thus allowing a moderately high number of revolu- 
tions per minute without excessive velocity of the entering 
and exhaust water — a condition tending, as we have seen, to 
improve the efficiency of the engine. In the figure the port 
M^ is shown entering the cylinder with an abrupt enlarge- 
ment, thereby causing loss by eddy currents; but owing to the 
high pressure (700 lbs. per square inch and upwards) usually 
applied to these engines, and the comparatively low velocity 
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of the entering water, the loss so caused forms a very small 
percentage of the whole energy imparted to the engine. Of 
course with low pressure, and the same velocity of entry, the 
losses are of moment, and the conditions laid down in our 
preliminary examination require to be rigidly adhered to if 




Fig. 183. 

the engine is expected to show a satisfactory efficiency. The 
energy lost per square inch of piston area from this cause 
may be ascertained by an application of equations (3/7) and 



(10). 



Equation (3^) must of course be multiplied by -^ 
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if V be taken as the piston velocity as before, when the re- 
sulting diagram gives the losses per square inch of piston 
area. In applying equation (lo) the second half of the 
diagram will evidently disappear, causing the energy and 

pressures represented by the 
first half to be lost or subtracted 
from the diagram of work. 

Fig. 183 shows in plan the 
general arrangement of a large 
size Armstrong engine in which 
three oscillating cylinders a b c 
are used, placed side by side, 
and operating a three-throw 
crank shaft d, having the 
cranks placed at 120* to each 
other, so that the turning 
moment applied to the crank 
shaft is precisely similar to that 
already described in reference 
to the Brotherhood engine. 
The valves e f g controlling 
the admission of water to the 
cylinders are of the reciprocat- 
ing type, and arc operated by 
connecting links worked from 
oscillating studs on the gud- 
geons of the cylinders. The 
water passes from the valves 
by pipes h i k connected to the 
gudgeons by a swivel union of the type shown in Fig. 62, and 
so through ports in the gudgeons to the cylinders. 

In the smaller size of these engines, instead of the three 
reciprocating valves e f G, each cylinder is fitted with a 
valve of the type shown in Fig. 184, in which the oscillation 
of the cylinder operates the valve. The pressure water is 
admitted through the pipe l, and the oscillation of the 
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cylinder causes the oscillation of the valve m attached to the 
cylinder gudgeon, thus opening the port N to the pressure 
water l. The port n communicates through a port in the 
gudgeon with the cylinder, thus allowing pressure water to 
enter the cylinder so long as the port n is open. During 
the progress of the stroke the oscillation of the piston, and 
consequently that of the valve m, is reversed, so that when 
the piston is fully out the valve has again closed, and occu- 
pies the position shown in the figure. The further oscilla- 




--0>" 



Fig. 185. 



tion of the cylinder will cause the port n to open to the 
space o, which is in direct communication with the exhaust 
p. Valves of this type are liable to cause serious frictional 
losses due to the throttling of the water, as the valve, when 
nearly shut, is in the form of a long narrow slit. 

Figs. 185 and 186 show in elevation and plan a three- 
cylinder Armstrong capstan, fitted with valves a b c of the 
type just described. The capstan is started in the usual 
manner by the button n, arranged in the floor, being de- 
pressed by the operator's foot, thus allowing water to pass 
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through the valve e to the supply pipe f, feeding the 
cylinders G H i. The exhaust water is conducted away by 
the waste pipe k. 

The valve shown in Fig. 187 is interesting, as being the 
type used on the early designs of Armstrong engines. In 
these engines the pressure water was allowed to act on both 
sides of the piston during the outstroke. The piston rod 
was made of such diameter that its area was half of that of 
the cylinder, so that the piston was pushed outwards with a 




Fig. 186. 



total pressure due to half its area, and the water contained 
in the forward end of the cylinder was returned to the supply 
pipe. On completing the outstroke the tail end of the 
cylinder was connected to the exhaust, while the forward 
end still communicated with the pressure supply. Thus the 
pressure water acting on the small area of the front of the 
piston drove back the piston, expelling the water from the 
large side to exhaust. By this means only half the work was 
done on the outstroke, the remaining half being performed 
on the return stroke. The cylinders were of the oscillating 
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type, and the valve a was formed solid with the gudgeon. 
The port b connects to the large side of the piston, and the 
port c to the small side. The port c is always open to the 
pressure supply d, while the pbrt b is alternately open to the 
pressure supply d and exhaust pipe e. A small shock 
valve F was applied as shown to prevent the pressure in the 




Fig. 187. 



cylinder rising above that in the supply pipe, in case of any 
irregularity in the action of the valve. 

In all the types of engine we have described .up to the 
present no attempt has been made to economise water 
when working a light load. Several more or less successful 
attempts have been made to produce an engine which shall 
consume pressure water in some proportion to the useful 



334 



HYDRAULIC POWER ENGINEERING. 



load. The be^t known of these engines is the revolving 
engine of RIgg. 

Fig. 1 88 shows a sectional elevation of Rigg's engine. 
The design consists essentially of three or four cylinders 
such as A B c arranged radially about a pin or gudgeon d. 
Each cylinder is fitted with a piston or ram e f c, which is 
attached at its outer end to a revolving fly-wheel h by the 




Fig. 1 88. 



joints I K L. Now, if the axis of the fly-wheel coincides with 
the centre of the gudgeon d, it is evident that the cylinders 
and rams will be revolved about the gudgeon when the fly- 
wheel H is turned, but the rams will not make a reciprocat- 
ing stroke in the cylinders. If now the centre of the gudgeon 
D is moved off the axis of the wheel h, as shown in the 
figure, each ram on arriving at m will project some distance 
out of the piston, while at n the ram will recede into the 
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piston. Thus in one complete revolution of the wheel h each 
ram will evidently make an out and return stroke, the length 
of this stroke being twice the eccentricity of the gudgeon d 
from the axis of the wheel h. If water pressure now be 
applied to each cylinder when at N, and the port opened to 
exhaust at m, the ram will be driven outwards, causing revo- 
lution of the wheel h and consequent revolution of the 
pistons and cylinders — hence the name revolving engine. 

The quantity of water used is directly proportional to the 
length of piston stroke, and consequently to the eccentricity 
of the gudgeon d which corresponds to the crank throw in 
an ordinary engine. By shifting the gudgeon d nearer to, or 
farther from, the axis of h, the power of the engine is varied 
and also the consumption of water. The pressure water 
enters through the ports o operated by a valve of the type 
shown in Fig. 180. The gudgeon d, which is subject to all 
the conditions of stress of an ordinary crank-pin, has to be 
capable of adjustment in position whilst the engine is run- 
ning. Fig. 189 shows the relay engine for controlling the 
gudgeon d. The gudgeon is securely attached to the two- 
ended ram p which passes into the cylinders Q R. By means 
of the internal plunger s the effective area of the ram p in 
the cylinder r is reduced to about half of its area in the 
cylinder q. The cylinder r is always open to the pressure 
supply, while the cylinder q is capable of communication to 
the pressure supply or exhaust by means of two small valves 
at T operated by a centrifugal governor not shown in the 
figure. 

When the engine is running below its normal speed as in 
starting, or if overloaded, the governor operates a valve which 
allows the water in the cylinder Q to escape to exhaust, thus 
allowing the eccentricity of the gudgeon d to be increased, 
and consequently the power of the engine augmented. 
When the power of the engine is abreast of the load the 
governor will have acquired its normal position and closed 
the exhaust valve, thus locking the ram p in its new position. 
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If the load, or some part of it, be now removed, the engine 
will revolve quicker, thus causing the centrifugal governor to 
operate a valve connecting the cylinder q to the cylinder R, 
and owing to the larger area of the ram p in the cylinder q, 
the ram p will travel into the cylinder r, causing less eccen- 
tricity of the gudgeon d. When the speed of the engine 
again becomes normal the valve will be closed and the 




Fig. 189. 

motion of the plunger p arrested. Thus the w^ater con- 
sumption is automatically controlled according to the load 
applied to the engine. 

There have been several attempts to attain this end, 
notably that of Hastie, who arranged for the crank-throw of 
an engine to be altered automatically by the variable turning 
moment required in the crank-shaft to overcome the load. 
A pair of hydraulic cylinders were arranged with plungers and 
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pitch chain connections to the crank-shaft, so that the load 
caused the chains to be partly wound round the shaft, thus 
driving the plungers back into their cylinders against the 
pressure water. The shaft was of cam form at the parts 
where the chains operated, so that at some point the turning 
moment required to overcome the load balanced the water 
pressure in the cylinders. This apparatus governed the 
crank throw of the engine, thereby producing economy of 
pressure water. The arrangement, though ingenious, has 
now dropped out of use. 

The efficiency of hydraulic engines varies from about 50 
to 80 per cent. For well-designed engines of the types 
illustrated, and working with a pressure of 700 lbs. per 
square inch and upwards, an efficiency of 70 to 80 per cent, 
may be expected. The horse-power is then given by the 
equation — 

H.P. = -^^.R«xC 

33000 

in which / = pressure in pounds per square inch. 
A = area of piston in square inches. 
L = stroke in feet. 
R = revolutions per minute. 
« = number of single-acting cylinders. 
C = efficiency - .70 to .80. 



CHAPTER XXIV. 
RECENT ACHIEVEMENTS. 

Hydraulic Lifts. — Probably the most powerful com- 
bination of hydraulic lifts is that employed in connection 
with the hydraulic dock at the Union Iron Works, San 
Francisco, which is capable of raising a ship of 4,000 tons 
weight a height of 32 feet. Eighteen hydraulic rams are 
arranged on each side of the dock, which consists of a 
platform built of cross and longitudinal steel girders 62 
feet wide, 440 feet long, provided with keel and sliding 
bilge blocks for the ship to rest upon. A set of four single- 
acting hydraulic plunger pumps 3^ inches diameter and 
36-inch stroke, working at forty double strokes per minute, 
transmit water at a pressure of 1,100 lbs. per square inch 
to the thirty-six hydraulic rams, each of 30 inches diameter, 
with a stroke of 16 feet. On the top of each hydraulic ram 
is a 6-foot pulley over which eight steel cables 2 inches 
in diameter pass, one end of each cable being anchored 
to the bed plates supporting the cylinders, while the other 
is secured to the side girders of the platform. The illustra- 
tion of the dock in Fig. igo is from Gassier s Mogazine^ 
and shows a vessel in position on the platform. 

When a ship is being lifted it sometimes happens that 
the load is not evenly distributed on the platform. Some 
rams, therefore, may carry a full load, while others are much 
underloaded. The platform is kept level by means of specially 
designed valve gear operated by the moving rams in such 
a manner that when one ram has a light load it moves 
ahead of the others, but in doing so lifts a lever and closes 
its inlet valve, so that the rams are practically stopping and 
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Starting dependent upon the load which may come upon 
them, the valves being opened and closed automatically by 
the movement of each of the rams. The valve box is 
secured on the ram itself and moves up and down with it, 
the inlet and outlet pipes working through stuffing boxes in 
the usual manner. 

The application of hydraulic power for effecting the open- 
ing of the bascules of the Tower Bridge over the Thames 
at London is shown in Figs. 191, 192, 193, and 194. 

On each of the outside main moving girders quadrants 
are arranged having toothed racks bolted thereon. Two racks 
are placed on each quadrant, the pitch being 5.9 inches, 
and pinions mounted on two shafts across the bridge 
gearing to these quadrants. The lower shaft with its 
pinion is driven from the east end of the pier, and the 
upper one from the west on the south pier, while on the 
north pier the lower shaft is driven from the west, and the 
upper one from the cast end. These pinions are actuated 
from gearing having a ratio of 6 to i by hydraulic engines 
placed in chambers at the ends of the piers, the machinery 
at each end of each pier being sufficient for the full require- 
ments of one bascule, that at the other end of the pier 
being in reserve. 

Each set of machinery consists of two three-cylinder 
hydraulic engines of unequal power, having pinions on 
their crank-shafts which gear into spur-wheels on an inter- 
mediate shaft, a pinion on which gears into the spur-wheel 
on the end of the rack pinion shaft. The hydraulic engines 
were made of unequal power as a provision against the 
effect of wind on the large exposed surfaces of the bascules. 
It has been found, however, that it is not necessary to use 
more power than that given by one small engine. 

The engines have three plungers 8J inches diameter, 
27-inch stroke in the large engines, and 7 J inches diameter 
and 24-inch stroke in the small engines. Each cylinder 
is provided with a separate working valve, separate spindles 
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being employed for the admission of pressure and the 
release of exhaust water. On the crank-shaft of each 
engine there is a brake wheel against which brake blocks 
attached to levers are thrust. The blocks are kept apart 
by hydraulic cylinders, and rams placed between the levers. 
They are drawn together by wire ropes and counter-weights 
when the bascules are standing. Before starting the bas- 
cules, pressure is admitted to the cylinders by releasing the 
brakes. 

In ordinary working each bascule is raised and lowered 
by one hydraulic engine, the other three engines being in 
gear and running idle, the water circulating through their 
cylinders and valves. This provision is arranged in order 
that the power may be varied or the engine changed by the 
driver without having to leave his cabin. Clutches are 
provided by which any of the hydraulic engines can be 
thrown entirely out of gear. The time occupied in raising 
and lowering the bascule is about i J minutes. 

At each end of each pier an accumulator is provided 
with a ram 22 inches in diameter and an 18-foot stroke. 
In the machinery chambers other hydraulic pumps are 
provided for delivering water to the top of the main towers 
for fire and domestic use. Provision is made for two 
hydraulic hoists having cradles 14 feet 9 inches long, 6 feet 
6 inches wide, 11 feet high, the length of the lift being 
about no feet, for taking passengers to and from the high- 
level footways while the bascules are raised. The cradles 
are lifted and lowered by wire ropes from vertical cylindejs, 
and rams placed in duplicate in the towers, safety gear 
being provided for gripping the guides and supporting the 
cradles in case of failure. Inter-locking gear is also 
arranged upon the cradles to prevent the hoist being 
started until both inside and outside doors are closed, or 
to prevent the doors being opened until the proper platform 
is reached and the hoist stopped. 

The hydraulic power for the bridge is generated by two 
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double tandem compound surface condensing engines, 
each of 360 I.H.P., the cylinders being 19! and 37 inches 
diameters respectively, while the pumps are 7f inches 
diameter and 38-inch stroke. One engine is sufficient to 
provide power for the bridge, while the other is held in 
reserve. The water pressure is 700 lbs. per square inch. 
The engines are supplied with steam by four I^ncashire 
boilers, 7 feet 6 inches diameter, 30 feet long, working at 
85 lbs. pressure. In addition to the four accumulators in 
the piers, there are at the engine-house two accumulators 
with rams 20 inches diameter having a stroke of 35 feet. 

The pressure pipes are arranged in duplicate, while the 
return water pipes are single. The mains are protected 
from frost by hot-water pipes running alongside them, 
although a mixture of glycerine and water is employed in 
connection with the cylinders for the working of the bas- 
cules forming a small system of its own. Duplicate pumps 
actuated by hydraulic pressure placed within the south pier 
supply this subsidiary system. The machinery was designed 
by Sir W. G. Armstrong & Company in conjunction with 
and under the direction of Sir J. Wolfe Barry. 

It has been found by experience that the time required 
for the bridge to be opened for the passage of vessels at any 
particular period is so short that it is found unnecessary to 
use the lifts for conveying passengers from the lower to the 
higher level. Pedestrians who wish to ascend to the upper 
footway can do so by means of 205 steps arranged within 
the towers. 

The two bascules each weigh 1,070 tons, and they are 
carried on live ring rollers. 

Water Balance Railways.— The author has intro- 
duced hydraulic brakes for controlling the motion of cars 
on cliflf or inclined railways, using in connection with the 
water-balance system brakes which press against the rams 
under the influence of hydraulic pressure exerted through 
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rams working in cylinders fed by pumps driven directly from 
one of the axles of the cars. Fig. 195 is an elevation of such 
a railway, similar to those constructed and erected by the 
author in various parts of the country; and Fig. 196 is a 
sectional elevation of the hydraulic rail-gripping brakes in 
use- upon such cars. 

The system of working in connection with these railways 
is to employ water in the form of ballast, which is introduced 
into the car when at the upper platform to overbalance the 
weight of the loaded car standing at the lower platform, and 
on the arrival of the water-ballasted car at the lower platform 
it discharges its water into a tank arranged there, from which 
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Fig. 196. 

tank the water is again pumped back to a tank at the upper 
station, so as to enable the same water to be used over and 
over again. 

The tanks are arranged between the girders or framework 
of the cars, and made of a capacity such as will contain 
water sufficient to overbalance the bottom car when fully 
loaded and the upper car having no passengers therein. 
The advantages of employing hydraulic balance as against 
hauling by direct driving of the top rope pulley is that the 
weight of the water introduced is regulated to suit the 
number of passengers to be carried, the conductor at the 
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lower station signalling to the brakesman at the top the 
number of passengers to be carried before the upper car is 
fully charged with water. It frequently happens that it is 
unnecessary to employ any water as ballast, owing to the 
preponderance of passengers for the down over those travel- 
ling on the up journey. 

Hydraulic buffers are arranged at the lower platform, so 
that on the car striking one pair the water or liquid is driven 
out through a contracted passage into the cylinders of the 
opposite pair, thus forcing out the rams of the buffers ready 
for the journey of the next car down. 

The arrangement of the hydraulic brakes for gripping the 
rails is shown in Fig. 196. The water or fluid under pres- 
sure acts behind rams which force outwards the slippers 
against the rail heads, the rail slippers being shaped to suit 
the head of the rail, and to thus grip it on the under side 
of the head, and prevent the car from mounting should any 
unforeseen contingency arise. A general arrangement of a 
cliff railway is shown in Fig. 197, one car being on the 
downward journey, the other in a correspondingly higher 
position on the other upward track, above the two bridges 
shown in the illustration, which is a photograph of the 
Lynton and Lynmouth Cliff Railway, which was constructed 
under the author's direction. 

Glasgow Harbour Tunnel Lifts.— The hydraulic 
elevators employed in connection with the Glasgow Harbour 
Tunnel are more powerful than any yet constructed for a 
similar purpose, though the height of the lift is not so great 
as at the Eiffel Tower. The load at Glasgow on each cage 
is 12,000 lbs., and the maximum lift 72 feet. The Eiffel 
Tower lift was for 72 persons, and the height 420 feet. 

There are six elevators in each shaft, three for raising and 
three for lowering vehicles. Fig. 1 98 illustrates three of the 
multiplying cylinders, and Fig. 199 shows the position of the 
car and the cylinders in the shaft. The diameter of the 
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elevating cylinders is 1 3 inches, the lowering cylinders being 
1 1 J inches diameter. The stroke of the rams in the cylinders 
is one-sixth of the car travel, the gearing being by three 
tandem sheaves, as shown in Fig. 198. The cylinders were 
tested to a pressure of 1,800 lbs. per square inch, the work- 
ing pressure from the accumulators being 750 lbs. per square 
inch. The piston is 30 inches long, and the ram is 10 inches 
in diameter of cast iron; the piston, stuffing boxes, and 
gland being all of bronze. 

The ram is ij inches thick, and through the centre a 
3-inch steel rod attached above the piston and passing 
through the head is arranged so as to rigidly connect the 
travelling sheave with the piston. The sheaves are respec- 
tively 52, 56, and 60 inches diameter. 

Four steel lifting ropes are employed, the ends being 
attached to adjustment rods, two ropes passing down to 
each side of the cage. Each rope is g^ inch diameter, and is 
composed of six strands of steel wire wound round a hemp 
core, the strand itself consisting cf eighteen wires, and each 
rope is tested up to 24 tons. 

The main valves are bolted directly to the cylinder head. 
Each valve is 3 inches diameter, and has openings so 
graduated that the retarding or accelerating effort of the 
water when closing or opening the valve is constant. The 
levers from the operating gallery are connected with the 
pilot valve, which controls the operation of the main valve, 
so that the travel of the pilot valve lever is only slight in 
relation to the main valve. The main valve works on the 
differential principle, the area above being double that below 
the valve piston. The pressure is constantly below the valve 
piston, and the valve is moved down by admitting the pres- 
sure above the piston causing the valve to descend. The 
valve rises if communication is opened between the top of 
the valve cylinder and the discharge tank. 

The lifting cylinders are arranged so that there is a pre- 
ponderance of weight on the car side with pressure being 
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admitted above the piston to lift the load, or communication 
is established from above the piston to the discharge tank to 
lower the load. Water is consumed proportional to the load 
lifted, there being two powers. For load of 6,000 lbs. or less 
the cylinders use 37.8 gallons when lifting the load 74 feet, 
while for a greater load than 6,000 lbs., 70.7 gallons are 
consumed for the same travel. This change of power is 
rendered automatic by the use of a valve which remains 
closed with a load of less than 6,000 lbs., so that the water 
beneath the main piston lifts a balance check valve and is 
forced into a pipe connected with the main cylinder head. 
When lowering the car, however, this balance check valve 
closes and an unbalanced check valve lifts, thus opening 
communication from below the piston to the discharge tank. 
An amount of water equal in volume to the space beneath 
the piston is drawn in below the piston, and on the reverse 
stroke when lifting this water is introduced above the piston, 
so that the actual quantity of water used is that due to the 
displacement of the plunger only. 

When lifting loads above 6,000 lbs. the preponderance 
of effort is below the piston of the automatic valve which 
rises and opens communication between the valve and the 
discharge tank. 

The lowering cylinders are arranged so that the weight of 
the car is overbalanced and the tendency of the unloaded 
car would be to rise, but when loaded to descend thus 
using no water, the water in this case serving only as a 
brake. Should a vehicle be too light to overcome the 
overbalance and friction of the machine, water pressure 
is introduced into the cylinders. 

Triple grip safety catches are fitted beneath each car 
arranged on the Otis Company's system, this Company 
having carried out and constructed the elevators. 

Hydraulic Forging Press.— Fig. 200 is an illustration 
of a 4,ooo-ton hydraulic forging press in use at the works 
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of Messrs Charles Cammell & Co. Ltd., Sheffield. This 
press, although not being by any means the largest of its 
kind in Sheffield, is probably one of the best examples of 
the heavy forging press now so generally adopted for dealing 
with massive forgings. Presses of over 10,000 tons power 
are working in the most satisfactory manner upon blocks of 
metal totally beyond the power of any steam hammer. 

In the 4,000-ton Davy Press illustrated, which is from a 
photograph of Messrs Cammell's forge, two main rams of 
36 inches diameter are mounted in the upper frame casting 
9 feet 3 inches apart at the centres. Two lifting rams are 
also arranged thereon each of 9 inches diameter, the stroke 
of the press being 7 feet. The four columns carrying the 
head are of steel 20 inches diameter, the centres of the same 
being 15 feet in one direction, and 6 feet 4 inches in the 
other. The distance between head and block is 21 feet. 
The press is supplied with water at .4,500 lbs. per square 
inch pressure, by means of three single-acting pump 
plungers, each 6 inches diameter and 12-inch stroke, 
driven from the crank-shaft of a pair of steam engines 
having cylinders of 34 inches diameter. The supply water 
to the pumps is fed from a low-pressure main at 60 lbs. 
pressure, this low pressure being also useful in filling the 
main cylinders when the smaller or lifting rams are working, 
raising the crosshead and tool.. This arrangement for 
supplying pressure water to the pump barrels admits of 
small valves being fitted to the pumps. 

The pumps work at varying speeds up to sixty or more 
revolutions per minute, the speed of lifting when the low- 
pressure water is introduced into the main cylinders and the 
high pressure to the lifting cylinders being 8 inches per 
revolution, while the speed of descent under the full load 
is J inch per revolution, the relative areas of the lift- 
ing and lowering rams being 16 to I. Two levers control 
the whole movements of the press, one of these being also 
for starting the pumps. In operation the forging tool is 
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raised 2 feet per second, this quick motion being necessary 
to admit of moving the forging readily while hot. 

The employment of the forging press admits of a much 
lower building being constructed than would be possible 
with a steam hammer. This advantage also enables cranes to 
travel over the entire press, and thus to command the whole 
forge area. The two travellers shown in Messrs Cammell's 
forge are respectively of 150 and no tons lifting power. 

Niagara Power. — The amount of water power flowing 
to waste, so far as mechanical energy is concerned, in various 
parts of the world, is truly appalling in its immensity. The 
installations, however, at il'ivoli (by means of which power 
developed there is transmitted to Rome, 16 miles distant), 
at Geneva, Schaffhausen, Zurich, Telluride (in Colorado), 
and other places, are amply sufficient to warrant the asser 
tion that the trend of commercial utilisation of such water 

aste is becoming a factor for profitable consideration 
wherever mechanical power of any kind for any purpose is 
required. 

The flow of water at the crest of the Horse Shoe Falls at 
Niagara has been found to be about 275,000 cubic feet per 
second, and it has been estimated that over 100,000,000 
tons per hour pass over the Fall. The plunge of this 
immense mass of water from one level to another of 165 
feet has enabled the Fall to be harnussed, and energy taken 
therefrom by the Niagara Falls Power Company. 

The theoretical horse-power which is available at the Falls 
has been given by the United States Oovernment engineers 
as 6,750,000 HP., an amount which, if produced by steam, 
would necessitate the consumption of more coal than is at 
present raised throughout the world. 

The illustration shown in Fig. 2di, by kind permission of 
Messrs Cassier, gives a bird's eye view and section of the 
Niagara installation, from which it will be seen that water is 
taken from the upper level above the first Fall, and allowed 
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to pass through turbines mounted in a power house and 
wheel pit, the discharge or tail-race water from the turbines 
passing through the tunnel leading out into the lower level 
below the Falls. The wheel pit of the Niagara Falls Power 
Company is a long slot cut in the rock, instead of a group 
of small wheel pits, and the tail-race from each wheel or 
turbine is connected by a short curve to the main tail-race 
tunnel. 

The turbines are arranged, some for developing 1,100 H.P. 
per wheel, others 5,000 H.P. per wheel. The r,ioo H.P. 
turbines are of the Jonval type, the fall of water being 
140 feet on to the wheels, which make 250 revolutions per 
minute. 

Various manufacturing establishments have already erected 
machinery on the ground near to the Niagara Falls installa- 
tion. But beyond the mere local uses for the power, and 
the enormous development of industries which must attend 
this form of producing mechanical energy from one centre, 
other applications are being made for transmitting the power 
to a distance, for the purpose of displacing private plants at 
present employed for electric lighting and for ordinary manu- 
facturing purposes. 

Seeing that the transmission of oil by means of a pipe line 
a distance of over 400 miles, and also the transmission of 
natural gas by a pipe line a distance of 120 miles, have 
been found feasible, it is not too much to expect that ere 
long there will be distributed mechanical power to similar 
distances, and with results which will be not only economical 
but advantageous alike to the users and the districts where 
it is employed, by reason of its displacing private steam or 
other power-generating motors and leaving the atmosphere 
free from the products of combustion necessarily attendant 
upon the use of coal for such power-producing purposes. 

Turbine for Small Fall.— As an example of what is 
possible under difficult and unpromising conditions, the 

Z 
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turbine installed at Strensham Mills, near Worcester, is 
worthy of notice. Owing to the natural conditions of the 
River Avon the water head available varies from 4 feet in 
summer, with a diminished supply, to 2 feet in winter, with 
an excessive supply. 

The horse power required was 40, and it became neces- 
sary to design a turbine adapted to the varying conditions. 
A Jonval turbine was selected, having a double ring of 
vanes. The outer ring of vanes is sufficient to supply the 
power under a 3 foot head, and as the head is diminished 
by flood, the gates closing the inner ring of guide passages 
are opened to allow a larger quantity of water to pass. 

The method of using two rings of vanes allows scope in 
designing, as the outer vanes can be speeded for correct 
working under a 3 foot head, and the inner for correct 
working under a 2 foot head. 

The turbine is 13 ft. 2 in. in diameter, and makes 14 
revolutions per minute. 
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APPENDIX. 



TABLE XII.— Pressure of Water.* 
Showing pressure of water in pounds per square inch for every foot in 
height to 270 feet. By this Table, from the pounds pressure per 
square inch the feet head is readily obtained, and vice versA. 
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* For iierniissioii to quote the I'ables gi\-en in this Appendix, ibe Author is 
indebted to the kind courte&y of the Worlbiogton Pumping Lngine Company. 
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TABLE XIIL— AcnoN of Pumps: Diameters, Areas, and 
Displacements. 
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The Worthington Pumpins Engine Company point out that in estimating the 
capacity of Worthington Pumps (,\r., the delivery in gallons per minute or per hour) 
a a eiven rate of piston speed, it should be noted that the Worthington Pump has 
/«w double acting water plungers ; iLs capacity, therefore, being double that of any 
ordinary double-actiog pump of same bize.or four limes as large as a single-acting pump. 
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Archimedes, principle of, 11 
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Armstrong valve, 121 
Axial flow turbines, 275 

BALANCED lifts, 151 
Baling press, 224 
Barometric column, 12 
Bars for presses, 220 
Bear punching, 230 
Belt power pump, 251 
Bolts, maximum loadings for, 85 
— for flanges, 95 
Brakes, hydraulic, 345 
Bramah, 2 1 1 
Breast wheel, 317 
Bridge machinery, 341 
Brindley's valve, 127 
Bucket and plunger pump, 253 
Buffers, 346 



CAMMELL'S forging press, 
349 
Capstan, 331 
Cars and cages, 140 
Cast iron, 40 



Cast-iron cylinders, 41, 58 

— pipes, 86 
Casting, 60, 63 
Chain lifts, 155 
Circular flanges, 87 

— of cast-iron pipes, dimensions 

of, 96 
Cliff railways, 345 
Clips for lifts, 161 
Coefficients of efficiency, 169-170 
Compensating balance, 151 
Conditions for lifts, 135 
Controlling valves, 1 1 1 
Copper coating rams, 47 
Cotton press, 212 

— density, 212 
Cranes, 177 
Cylinders, cast-iron, 58 

— steel, 59 

— thickness of, 57, 58, 59 



DAVY press, 351 
Density of water, 5 

— of cotton, 212 
Designing lifts, 1 59 

— turbines, 299 
Direct acting pumps, 254 

— acting lifts, 173 

— puller, 187 
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Double-acting pumps, 253, 258 
Duckham weigher, 188 
Dumping press, 226 



EFFICIENCY of jacks, 178 
— of balanced lifts, 1 5 1 

— of hydraulic motors, 337 

— of lifts, 173 
Elasticity, limit of, 48 
Elevators, Otis, 159, 163, 347 
Energy of water, 15 
Engines, hydraulic, 319 

— pumping, 254 
Equal pressure, 7 
Extension of metals, 47 



I^ALLS of Niagara, 352 
— utilised, 353 
Flow of water, 2 1 
Forging press, 235, 349 
— Cammell & Co.'s, 350 
Foundry cranes, 184 
Friction of leathers, 7^ 



GIRARD turbine, 265 
Glasgow subway lifts, 347 
Grooved pulleys, 167 
Gun-metal castings, 46 



HAMILTON SMITH'S 
tables, 22 
Hand-power pumps, 247 
— punch, 230 
Head of water, 355 
Hemp packing, 80 



Hick's formula, 73 
High pressure, yj 
Hook's law, 48 
Hydraulic accumulators, 197 

— cranes, 177 

— engines, 319 

— intensifiers, 206 

— lifts, 131 

— mains, 97 

— packings, 67 

— pipe joints, 85 

— presses, 229 

— ram, 17 

— valves, 1 1 1 
Hydrostatics, 6 



IMPULSE turbines, 271 
Intensifiers, 206 
Inward flow, 265 



JACKS, hydraulic, 177 
Jigger, 191 
Joint?, flanged, 98 

— for sliding surfaces, 74, 10 1 

— of pipes, 86, 1 01 

— leather, 67 

— swivelling, 104, 107 



LEATHER packings, 67 
Lifting machinery, 131 
Lifts, hydraulic dock, at San 
Francisco, 338 

— Glasgow Harbour Tunnel, 348 

— Otis, 159, 163, 347 

— direct-acting, or ram, 133 

— suspended, 157, 191, 347 

— Tower Bridge, 340 
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Loads, test, 51 
Low pressures, 36 
Lynton Cliff Railway, 346 



MALLEABLE cast iron, 46 
Materials, 45 
Maximum strains, 54 
Meacock's valve, 125 
Measuring flow of water, 21 
Medium pressure, 36 
Multiple po A er lift, 157, 159, 191 
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UTS for press bars, 219 



/^BSERVED flow of water, 

Oil press, 227 

Orifices, wheel, 22 

Otis lifts, elevators, 159, 163, 

347 
Outward flow turbine, 275 
Overshot wheel, 315 



Presses, 229 

— for baling, presses of platten 

to bale in, 212 

— wrought-iron bars for, 220 
Pressure of water, 355 
Pressures, 36 

Principles of equal pressuie, 6 

— of hydraulics, 3 
Properties of water, i 
Puller, direct, 187 
Pulleys, 167 
Pumps, 213, 247 

— action of, diameters, areas, 

and displacements, 356 
Punching bear, 230 



RAIL-GRIPPING brake, 
345 
Ram lifts, 133 
Reaction of flowing water, 19 

— turbines, 280 
Recent achievements, 338 
Regulator, 301 

Rigg engines, 334 
Riveters, 239 
Ropes, wheel, 166 

— wire, 165, 169 



PACKINGS, 67, 85 
Pascal's theory, 6 
Pelton wheel, 267-279 
Phosphor bronze, 47 
Pipe joints, 86 
Pipes, 102 
Piston value, 118 
Platform lift, 132 
Portable riveters, 241 
Potential energy, 15 



SAFE loads, 52 
Safety wedges, 161 
Salt water, 6 
Shock valves, 1 1 5 
Slide valves, 117, 121 
Sliding surfaces, 68 
Square orifices, 23 
Steady loads, 52 
Steam pumps, 254 
Steel cylinders, 59 
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Steel rope, i68, 169 

breaking weight of, 165 

Stop valves, 112, 114 
Strensham Mills, turbine at, 353 
Stresses in machines, 54 
Suspended lifts, 156 
Swivelling joints, 104 



TEST loads, 51 
Theoretical efficiency lifts, 

151, 173 
Tower Bridge machinery, 340 
Turbines, 263, 314, 353 
Tweddeirs riveter, 239 
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LEATHERS, 75 
Undershot wheels, 318 
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ALVE, piston, 118 
shock, 1 1 5 



Valve, stop, 112, 114 
Valves, controlling, 1 1 1 

— slide, 117, 121 
Velocity of water, 28, 31, 39 

— due to head, 13 



WAREHOUSE cranes, 192 
Water balance railways, 

343 

— properties of, i 

— wheels, 315 
Waterfalls, utilisation of, 352 
Weight of cotton, 212 

— of water, 6 
Wharf cranes, 193 
Wheel press, 238 

Wheels for ropes or chains, 

167 
Wire ropes, 165, 169 
Workshop cranes, 181 
Worthington pumps, 255 
Wrought-iron bars, 220 
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MECHANICAL ENGINEERING, &c. 



THE MECHANICAL ENOINEER'5 POCKET-BOOK. 

Comprising Tables, FormuUe, Rules, and Data : A Handy Book of Reference 
for Daily tJse in En^neering Practice. By D. Kinnbar Clark, M. Inst. C£., 
Third Edition, Revised. Small 8vo, 700 pp., bound in flexible Leather Cover, 
rounded comers Q/Q 

Summary op Contbmts:— Mathematical Tables.— Mbasurbmbnt op Sur- 
faces AND SOLIDS.— English and foreign weights and Measures.— monbys.— 
SPBCtPic Gravity, weight, and volume.- Manufactured Metals.— Steel Pipes. 
—Bolts and nuts. — sundry articles in wrought and Cast iron. Copper. 
Brass, lead. Tin, Zinc— Strength op Timber.— Strength op Cast Iron.— 
strength op wrought Iron.— strength op Steel.— Tensile Strength op 
COPPER, LEAD, &c— Resistance of Stones and other building Matbriai.s.— 

RIVETED JOINTS IN BOILER PLATES.— BOILER SHELLS.— WIRE ROPES AND HEMP 

ROPES.— Chains and Chain Cables.— Framing.— Hardness op Metals. Alloys, and 
Stones.- Labour op Animals.— mechanical Principles.— Gravity and Fall op 

bodies.— ACCELEEATING AND RETARDING FORCES.— MILL GEARING, SHAFTING, &C.— 

Transmission op motive power.— heat.— combustion: fuels.— Warming, vbnti. 

LATION, cooking STOVES.— STEAM.— STEAM ENGINES AND BOILERS.— RAILWAYS.— 

Tramways.— Steam Ships.— Pumping Steam Engines and Pumps.— Coal Gas, Gas 
ENGINES. &c.— Air in Motion.— Compressed Air.— Hot Air Engines.— Water 
Power.— Speed op cutting tools.— colours.— Electrical engineering. 

" Mr. dark manifests what is an innate perception of what Is Hkely to be uaefiil In a poclcet- 
book, and he is really unriiralled in the ait of condensation. It is Tery difficult to hit upon any 
mechanical engineennff subject concerning whkh this work supplies no information, and the 
exceUeot Index at the end adds to its utility. In one word, it is an exceedingly handy and efficient 
tool, poaaeised of which the engineer wiu be saved many a wearisome dSculation, or yet more 
wearisome hunt through Tailous teict-books and treatises, and, as such, we can heartity recommand 
It to our readers."— 7m Engitutr. 

" It wouU be found difficult to co mp re ss more matter within a similar compass, or peoduce a 
book of teo pages which should be more compact or convenient for pocket reference. . . . Will 
be appcedated by merhaniral engineers of all classes."— /Vvu«to/ Engliuer, 



CROSBY LOCKWOOD 6* SON'S CATALOGUE, 



MR. MUTTON'S PRACTICAL HANDBOOKS. 



THE W0RK5' MANAOER'5 HANDBOOK. 

Comprising Modem Rules, Tnbles, and Data. For Ensineen, Millwrighta, 
and Boiler Makers ; Tool Makers, Machinista. and Metal Workers ; Iron and 
Brass Founders, &c. By W. S. Hutton, Civil and Mechanical Engineer, 
Author of "The Practical Engineer's Handbook." Fifth Edition, carefully 
Revised, with Additions. In One handsome Volume, medium 8vo, stroogly 
bound : . . . iSJo 

P^* Th* Author having compiled RuUs and Data for his own use in a great 
variety of modem engineering work, and having found his notes extremely useful, 
decided to publish themr-^revised to date—beligvmg thai a practical work, suiied to 
the DAILY KBQuiKBMsirrs OP MODBRN BNCiNBSss, would oe favourobly received. 

"Of this edition we mav repeat the spprecUtiTe remmrlcs we made upon the fint and tiiird. 
Since the appearance of the latter very considerable niodi6cations have been made, although the 
total number of p»gns remains almost the same. It Is a very useftii coOectloo of rules, uUm, aad 
workshop and drawing office data."— TA/ Enginetr, May to, iSk. 

"The author treats every subject from the point or view of one who has collected workshop 
notes for application in workshop practice, rather than hoax the theoretical or literary aspect. Tba 
volume contains a great deal of that Und of infotmation which is gained oa|7 by practical espeilsBce, 
and is seldom written in boolcs."— Tkt Enginetr^ June 5. 1885. 

" The volume is an exceedingly useful one. brimful with engineer's notes, nenoraada, and 
rules, and well worthy of being on every mechanical engineer's bookshelf."— MrrAaitflM/ WorUL. 

" The information is precisely that likely to be required in practice. . . . The woik fbms 
• desliable addition to the library not only of the works' manager, but of any one connected with 
general en^neering."— ^/Mtffv" 7«nmal. 

" Brunful of useful information, stated in a concise form. Mr. Mutton's books have met a 
pressing want among engineers. The book must prove extremely ussAil to e vety ptactkal sun 
possesdag a copy."— /VwrAVa/ EngiHitr. 

THE PRACTICAL ENOINEER'5 HANDBOOK. 

Comprisng a Treatise on Modem Engines and Boilers, Marine, Locomotive, 
and Stationary. And containing a large collection of Rules and Practkal 
Data relating to Recent Practice in Designing and Constructing all kinds of 
Engines, Boilers, and other Engineering work. The whole constituting a com- 
prehensive Key to the Board of Trade and other Examinations for Certificates 
of Competency in Modem Mechanical Engineering. By Walter S. Hutton, 
Civil and Mechanical Engineer, Author of "The Works' Manager's Handbook 
for jEngineers," &c. With upwards of 370 Illustrations. Fifth Edition, 
Revised with Additions. Medium 8vo, nearly 500 pp., strongly bound. 

[Just Punished. 18/0 

W^ This Work is designed as a companion to the Author's "Works' 
Managbr's Handbook." It Assesses many new and original features, and eon- 
taintt like its predecessor, a quantity of matter not originally tntended for publicaiion^ 
but collected by the Author for hts own use in the construction of a great variety of 
Modern Engineering Work. 

The information is given in a condensed and concise form, and is ittustraied by 
upwards of 370 Woodcuts ; and comprises a quantity of tabulated matter of great 
value to all engaged in designing, constructing, or estimating for Engines, Boilers. 
and OTHER Engineering Work. 

■* We have kept It at hand for several weeks, refierrlng to It as occasioa arose, and we have sot 
on a single orrasion consulted ks pages without lindhig the informatkm of which we were fai quest.'* 



thoroughly good practical handbook, whkh no engtaieer can go through wMMat 1 
thiag that wtD be of serrice to hfan."— MiWiw Enginur. 
" An excellent book of reference for engineers, and a vsluable text-book far stndants of 



"Thtt valuable manual embodies the results and experience of the leading authorities on 
merhanfc'sl engineering."— J9wi/M^M^ News. 



** The author has collected together a surprising quantity of rules and practical dat^ and has 
shown much Judgment hi the selections he has made. . . . There is no doubt that this book is 
one of the most useful of its kind published, and will be a very popular compendium."— SMrf«Mfr. 

"A mass of information set down in simple language, and in such a form that It can be easily 
teferrad to at any time. The matter is uniformly good and well chosen, and b greatly ehi c id at ed 
by the illustrations. The book win find its way on to most engineers' shelves, where It will rank as 
one of the aM>st useful books of reference."— /'rwriVray Ettginur. 

" Fun of usefbl information, and should be found on the ofRce shelf of all practical engfaeets." 
^Enzlijh Mechanit 
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MR. MUTTON'S PRACTICAL HANDBOOKS-^o»<Mi««i. 



Practical Engineer's Handbook." &c. With upwards of 500 IUu8tntion& 
ucn Enlarged, medium 8vo, cloth . . 1 8/0 



5TEAM BOILER CONSTRUCTION. 

A Practical Handbook for Engineers, Boiler^Makers, and Steam Users. 
Containing a large Collection of Rules and Data relating to Recent Practice 
in the Design, Construction, and Working of all Kinds of Stationary, Loco- 
motive, and Marine Steam- Boilers. Bv Walter S. Hutton, Civil and 
Mechanical Engineer, Author of " The Works' Manager's Handbook," " The 
Practical Engineer's Handbook." *'- vv:.u ..ir>.»...^. ^r ..^^ tii...^^.*:.,^. 
Third Edition, Revised and muci 
B^^ This Work is issued in continuation of th$ Series of Handbooks written 

gf the Author^ viz. :—" Thb Works' Manager's Handbook " and " Thb Practical 
ncimbbr's Handbook," which are so highly appreciated by engineers for the 
practical nature of their information ; and is consequently written in the same style 
as thou works. 

The Author believes that the concentration, in a convenient form for easy 
refefence, of such a large amount of thoroughly practical in/ormatum on Steam- 
BoSers. will be of considerable service to those for whom it is intended, and he trusts 
the book may be deemed worthy of as favourable a reception as has been accorded to 
its predecessors, 

" One of the beat, if not the best, books on boflers that has ever been published. The Infor- 
mation Is of the rifht kind, in a simple and accessible fonn. So far as K«n«ration is concerned, this 
Is, nndoubtedly, the standard book on steam practice."— iS'/zr/rbca/ Rtview. 

*' ETery detail, both in boiler design and management, is dearly laid before the reader. The 

• shows that boiler construction has been reduced to the condition of one of the moM exact 

es ; and such a book is of the utmost value to the^M dt siicle Engineer and Works Mansger.** 

'^Maritt* Engineer. 

" There has long been room for a modem handbook on steam boilers ; there is not that room 
now, because Mr. Hutton has filled it. It is a thoroughly practical book for those who are occupied 
in tbe construction, design, selection, or use of boileis."— fni^'iuvr. 

** The book is of so important and comprehensive a character that it must find its way into the 
Hbnrles of every one interested in boiler using or boiler manufacture if they wish to be thoroughly 
interned. We strongly recommend the book for the intriiudc value of its contents."— J/<M-Mi««»y 

PRACTICAL MECHANICS' WORKSHOP COMPANION. 

Comprising a great variety of the most useful Rules and Formulae in Mechanical 
Science, with numerous Tables of Practical Data and Calculated Results for 
Facilitating Mechanical Operations. By William Tbmplbton, Author of 
" The Engineer's Practical Assistant," &c, &c Seventeenth Edition. Revised, 
Modemisml, and considerably Enlarged by Walter S. Hutton, CS., Author 
of "The Works' Manager's Handbook, 'J "The Practical Engineer's Hand- 
book," &C. Fcap. 8vo, nearly 500 pp., with 8 Plates and upwards of 950 Illus- 
trative Diagrams, strongly bound for workshop or pocket wear and tear. 6/0 
" In itt modernised form Hutton's * Templeton ' should have a wide sale, for it contains much 
Tslaable Information which the mechanic will often find of use, and not a few tables and notes which 
he might fook for in vain in other works. This modernised edition will be appreciated by ail who 
have toamed to vakie the original editions of ' Templeton.' "—English Mechanic. 

" It has met with great success in the engineering workshop, as we can testify ; and there are 
t many men who, in a great measure, owe their rise in life to this little book."— Aw^itf^ 

" This familiar text -book— weD known to all mechanics and engineers— is of esential service 
CO ate every.day requirements of engineers, millwrights, and the various trades connected with 
eoglneeiing and buildmg. The new modernised edition is worth iu weight in gold."— ^MOdUpv 
Neme. (Second NoticeJ 

** This well-known and largely-used book contains information, brought up to dat^ of the 
soit so nsefii to the foreman and draughtsman. So much fresh infoffmation has been introduced as 
to constitute it piacticaUy a new book. It will be largely used fai the office and workshop."— 
Mtdumieml HTorid. 

**The publishers wisely entrusted the task of revision of this popular, valuable, and nsafnl 
book to Mr. Hutton, than whom a more competent man they could not have found."— /nm. 
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ENQINEER'S AND MILLWRiaHT*5 ASSISTANT. 

A Collection of Useful Tables, Rules, and Data. By William Tbmplbton. 
Seventh Edition, with Additions. xSmo, cloth 52/6 

** Occupies a foremost place among books of this kind. A more suiuble present to an 
appnntice to any of the mechanical trades could not possibly be made."— J^MtfA'Hf News. 

*' A deservedly popular work. It aliould be in the ' drawer ' of every mechanic."— f»v/^M 
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THE MECHANICAL ENOINBER'5 REFERENCE BOOK. 

For Machine and Boiler Construction. In Two Parts. Part I. Gbnsral 
Engineering Data. Part II. Boiler Construction. With 51 Plates and 
numerous Illustrations. By Nelson Foley, M.I.N. A. Secrad Edition, 
Revised throughout and much Enlarged. Folio, half-bound, net . £8 8s> 

PART I.— MEASURBS.— CiRCUMPBRENCES AND AREAS. &C., SQUARES. CUBES, 

FOURTH Powers.— Square and Cube roots.~Surfacb of tubes.— Reciprocals.— 
Logarithms. — Mensuration.— Spbcipic Gravities and weights.- work and 
Power.- Heat.— Combustion.— Expansion and Contraction.— Expansion op 
Gases.— Stbam.— Static Forces.— Gravitation and Attraction.— Motion and 
Computation op Resulting Forces.— Accumulated work.— centre and Radius 
OF Gyration.— Moment of Inertia.— Centre op Oscillation.— BLECTRicmr.— 
Strength of Materials.— Elasticity.— test sheets of Metals.— Friction.— 
Transmission of Power.— Flow of Liquids.— Flow of Gases.— Air Pumps, Surface 
Condensers, &c.— speed of Steamships.— propellf.rs.— Cutting Tools.— Flanges. 
—Copper sheets and Tubes.— screws. Nuts, bolt Heads, &c.— Various Recipes 
and miscellaneous Matter.— With DIAGRAMS for Valve^ear, Belting and 
Ropes, Discharge and Suction Pipes, Screw propellers, and Copper Pipes. 

PART II.— Treating of Power of Boilers.— Useful Ratios.— Notes on 
Construction. — Cylindrical Boiler shells. — Circular Furnaces. — Flat 

Plates Stays. — Girders.— Screws. — Hydraulic tests. — Riveting. — Boiler 

SETTING. Chimneys, AND Mountings.- Fuels. &c.— Examples of Boilers and Speeds 
of Steamships.— nominal and Normal Horse power.— With DIAGRAMS for all 
Boiler Calculations and drawings of many Varieties of Boilers. 

"The book is on« whkh evefy mechanical en8:ineer may. with advantage to himself, add to 
Ms Vbnjy.''—lMditsiri*s. 

" Mr. Foley is well fitted to compile such a work. . . . The diagrams are a mat feainra 
of the work. . . . Regarding the whole work, it may be very fairly stated that Mr. Foley has 
produced a volume which will undoubtedly fulfil the desire of the author and become indi^Mosable 
to all mechankal engmeen."— Marin* Enginetr. 

" We have carefully examined this work, and |>ronounce it a most excellent reference book 
for the use of marine engineers."— ^M^rwa/ i(fAm€rican Society o/Navi Engineers. 

COAL AND SPEED TABLES. 

A Pocket Book for Engineers and Steam Users. By Nelson Foley, Author 

of " The Mechanical Engineer's Reference Book." Pocket-size, cloth . 8/G 

" These tables are designed to meet the requirements of every-day use ; are of sufficient scope 

for most practical purposes, and may be commended to engineers and users of steam."— /tipm. 

TEXT-BOOK ON THE 5TEAM ENGINE. 

With a Supplement on Gas Engines, and Part II. on Heat Engines. By 
T. M. Goodbye, M. A., Barrister-at-Law, Professor of Mechanics at the Roval 
College of Science, London ; Author of " The Principles of Mechanics," " The 
Elements of Mechanism, "&c. Fourteenth Edition. Crown 8vo, cloth . 6/0 

" Professor Goodeve has given us a treatise on the steam engine which will bear comparison 
with anything written by Huxlev or MaxwelL and we can award it no higher ^mltSb^—Enginttr. 

** Mr. Goodeve's text-book is a work of which every young engineer should possess hiiuelf.* 

ON QAS ENGINES. 

With Appendix describing a Recent Engine with Tube Igniter. By T. M. 

Goodeve, M.A. Crown 8vo, cloth 2/6 

" Like all Mr. Goodeve's writings, the present is no exceptimi In point of general exceOance. 
It is a valuable little volume."- AfrrAaMioa/ lyorld. 

A TREATISE ON 5TEAM B0ILER5. 

Their Strength, Construction, and Economical Working. By R. Wilson, C.£. 

Fifth Edition, xamo, cloth 6/0 

" The best treatise that has ever been published on steam boilers. —Eftginetr. 
"The author shows himself perfect master of his subject, and we heartily recommend all 
employing steam power to possess themselves of the work."— ^i^iuf j Ir*n Trait CiraUar. 

THE MECHANICAL ENGINEER'S COMPANION 

of Areas, Circumferences, Decimal Equivalents, in inches and feet, millimetres, 
squares, cubes, roots, &c. ; Weights, Measures, and other Data. Also Prac- 
tical Rules for Modem Engine Proportions. By R. Edwards, M.Inst.CE. 
Fcap. 8vo, cloth. [Just Puhlisfud, 8/6 



" A very useful little volume. It contains many tables, classified data and 1 
ganenUy usefid to engineers. "—^H^rtM^pr. 

" This small book is what it professes to be, viz. :— ' a handy office companion,' giving as It 

does, In a succinct form, a variety of information likely to be required by mechanical f ^ 

their everyday office work."— A'a/Mrr. 
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A HANDBOOK ON THE 5TEAM ENGINE. 

With especial Reference to Small and Medium*sized Engines. For the Use of 
Engine Makers, Mechanical Draughtsmen, Engineerinff Students, and users 
of Steam Power. By Herman Harder, C.E. Translated from the German 
with considerable additions and alterations, bv H. H. P. Powlbs, A.M.I.CS., 
M.I.M.E. Second Edition, Revised. With nearly x,xoo Illustratioos. 
Crown 8vo, cloth 0/0 

" A perfect encyclopaedia of the steam eneine and its details, and one which must take a per* 
maiMnt puce in Eni^lish cuawinff-ofiices and workshops."—^ Foreman Pattem'maJker. 

" This is an excellent book, and should be in the hands of all who are interested la the oon- 
stiiictkm and design of medium-sixed stationary engines. . . . A careful study of its contents md 
the anangement of the sections leads to the conclusion that there is probably no other book like It 
in thb country. The volume alms at showing the results of practical ezpenence, and it certainly 
■Ujf claim a complete achievement of this ideA."—JVaturt. 

" There can be no Question as to its value. We cordially commend it to all concerned In the 
derign and construction oi the steam engine."— JftrrAaM^ra/ tVorld. 

BOILER AND FACTORY CHIMNEY5. 

Their Draught-Power and Stability. With a chapter on L ighimng Conducton. 
By Robert Wilson, A.I.CE., Author of "A Treatise on Steam Boilers," &c 

Crown 8vo, cloth 3/6 

" A valuable contribution to the literature of scientific building."— TA^ BuUdtr. 

BOILER MAKER'S READY RECKONER & A55I5TANT. 

With Examples of Practical Geometry and Templating, for the Use of Platers, 
Smiths, and Riveters. By John Courtney, Edited by D. K. Clark. 
M.I.C.E. Third Edition, 480 pp., with 140 Illustrations. Fcap. 8vo . 7/0 
" No workman or apprentice Should be without this book."— /roM Trade Circular. 

RBPRiaERATlNO & ICE-MAKINO MACHINERY. 

A ' Descriptive Treati.se for the Use of Persons Employing Refrigerating 
and Ice-Making Installations^ and others. By A. J. Wallis-Tavlbr, 
A.-M. Inst. C.E. Second Edition, Revised and EnlargecL With Illustrations. 
Crown 8vo, cloth. [Just Published. 7/6 

" Practical, explicit, and profusely illustrated." — Gtasffow Herald. 

** We reconmiend the book, which gives the cost of various systems and illustrations showing 
** of parts of machinery and general arrangements of complete installations."- .^M^/oCrr. 
-* May be reconmiended as a useful description of the machinery, the processes, and of the 
fccti, figures, and tabulated physics of refrigerating. It is one of the best compilations on the 
sutject. — ^n^a/i/rr. 

THE LOCOMOTIVE ENGINE AND ITS DEVELOPMENT. 

A Popular Treatise on the Gradual Improvements made in Railway En^es 
between 1803 "^^ '^' ^^ Clement E. Stretton, C.E. Fifth Edition. 
Enlarged. With 120 illustrations. Crown 8vo, cloth. [Just Published. 3/0 

Students of railway history and all who are interested in the evolution of the modem kKo* 

_ win find much to attract and entertain in this volume."— The Times. 

" The author of this work is well known to the railway world, and no one, probably, has a 

' knowledee of the history and development of the locomotive. The vohime before us should 

be of value to all connected with the railway system of this country."— A^o/Mrr. 



BNOINEERINO ESTIMATES, COSTS. AND ACCOUNTS. 

A Guide to Commercial Engineering. With numerous examples of Estimates 
and Costs of Millwright Work, Miscellaneous Productions, Steam Engines and 
Steam Boilers; and a Section on the Preparation of Costs Accounts. Bv 
A General Manager. Second Edition. 8vo, cloth. [Just Published. 12/0 

" This is an excellent and very useful book, covering subject-matter In constant re<^uisitlon in 
ewy lactory and workshop. . . . The book is invaluable, not only to the young engineer, but 
also to the estimate department of every works."— /^jn7ii!rr. 

** We accord the work unqualified praise. The information is given fai a plain, straightforwanl 
■Maaer, and bears throughout evidence of the intimate practical acquaintance of the author wkli 
every phase of commercial engineering."— <V>rAaMi<-a/ iVorld. 
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AERIAL OR WIRE-ROPE TRAMWAY5. 

Their Construction an Management. ByA. J.Wallis-Tavler, A.M.In»t.C.B. 
With 8i Illurtrations, Crown Bvo, cloth. [/tw/ Pubiisfud, 7 IS 

. "This is in its way an excellent volume. 'Withoiit ^joinif into tlie mimitl» of the subject, it 
yet Uys liefore its rentiers a very jfootl exj>osition of the v,inous systems of rojie iranMnission in use, 
and gives as well not a Utile valuable Infonii.ition about their worliiiif. repair, and ntanagement. 
We can safely reconiinend it as a useful (general treatise (in the subjfcl. —The /.nc^neer. 

"Mr. Tayler h.is treated the subject as concisely as thoroughness would ncnnit. The ,bOOK 
will rank with the best on this useful topic, .iml we reconinicnd it to those w hos* business is the 
transportini; of minerals and ifoods."— ^Vim*«v yoiitnai. 

MOTOR CARS OR POWER-CARRIAGES FOR COMMON 

ROAD5. 

By A. I. Wallis-Tavlkr, Assoc. Memb. Inst. C.E., Author of "Modern 
Cycles, &c. 212 pp., with 76 Illustrations. Crown 8vo, cloth . 4/6 

" Mr. W.illis.Taylers l)ook is a wekoine addition to the literature of the subject, as it Is the 
prodiicticm of .in Iiui{ine«»r. .md h.is not U-cn written with a view to assist in the prouiotioa o£ 
coni|iaiiies. . . . The Uiok is ilc.irly expressed throughout, and is Just the sort of work that 
an engineer, thinking of turning his attention to niotur-carriage work, would do well to read asa 
prcIiminAry to startuig oyvTAi\.ons."—I'. H)^tHeerinjc. 

PLATING AND BOILER MAKING. 

A Practical Handbook for Workshop Operations. By Joseph G. Hornbh, 
A.M.I.M.E. 380 pp. with 338 Illustrations. Crown 8vo, cloth . 7/8 

" The latest production from the pen of this writer Is ch.-inicter{sed by that evidence of dose 
acquaintance with workshop methods which will render the book exceedin^riy acceptable tojOie 
practical hand. We have no hesitation in commending the work as a serviceable and | '^ * 
handbook on a subject which has not hitherto received much attention from those qui "" 
with U in a satisfactory foasoMS."— Mechanical U'arld. 

PATTERN MAKING. 

A Practical Treatise, embracing the Main Types of Engineering Construction, 
and including Gearing, both Hand and Machine-made, Engine Work, Sheaves 
and Pulleys, Pipes and Columns, Screws, Machine Parts, Pumps and Cocks, 
the Moulding of Patterns in Loam and Greensand, &c., together with the 
methods of estimating the weight of Castings ; with an Appendix of Tables for 
Workshop Reference. By Josefh G. Horner, A.M.I.M.E. Second Edition, 
Enlarged. With 450 Illustrations. Crown 8vo, cloth .... 7/G 
" A well-written technical guide, evidently written by a man who understands and has prac- 
tised what he has written about. . . . We cordially recotuniend it to engineering students, young 
Joummrmen. and others desirous of being initiate<l into the mysteries of pattem-making."— JVirfUir. 

" More than 400 illustrations help to explain the text, which is, however, always clear a 
plick, thus rendering the work an excellent vadt fnecutn for the apprentice who tlvMres to *^ 
master of his tnde. —hn^'/tsM Altchamc. 

MECHANICAL ENGINEERING TERMS 

n^ockwood's Dictionary of)> Embracing those current in the Drawing Office, 
Pattern Shop, Foundry, Fitting, Turning, Smiths', and Boiler Shops, &c., ftc 
Comprising upwards of 6,000 Definitions. Edited by Joseph G. Hoshsk, 
A.M.I.M.E. SecondEdition,Revi.sed, with Additions. Crown 8vo, cloth 7/0 



gj n ee r i n g. 
foiemane 



"Just the sort of handy dictionary required by the various trades engaged in mechanical an* 



The practical engineering pupil will find the book of great value inhis studies, 1 
^ ' ■ ' auld h; " " ■■^- " 



B engineer and mechanic should have a copy."— BniMim' Arws. 

" Not merely a dictionar)-, but, to a certain extent, also a most valuable guide. It strikat ua 
as a happy idea to combine with a definition of the phras« useful information on the subject d 
which ft treats. "—A/itMifMry MarJtcL 

TOOTHED GEARING. 

A Practical Handbook for Offices and Workshops. By Joseph Hoknbx, 

A.M.I.M.E. With 184 Illustrations. Crown 8vo, cloth . . Q/Q 

" We must give the book our unqualified praise for its thoroughness of treatment, and we can 

beaitily recommend it to all Interested a» the most practical book on the subject yet written."— 

Mtchanical World. 

PIRE5, FIRE-ENGINES, AND FIRE BRIGADES. 

With a History of Fire-Engines, their Construction, Use, and Manage- 
ment ; Foreign Fire Systems ; Hints on Fire- Brigades, &c. By Chasubs 

F. T. YovNc, C.E. Bvo, cloth £1 4s, 

**To such of our readen as are interested in the subject of fires and 6re apparatus wacan 
most haaitily commend this book. ^Enginuring. 
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STONE-WORKINQ MACHINERY, 

A Manual dealing with the Rapid and Economical Conversion of Stooe. With 
Hints on the Amuigement and Management of Stone Works. By M. Powis 
Bale, M.I.M.E. &cond Edition, enlarged. With Illustrations. Crown 8vo, 
cloth. [Just Publishsd. 9/0 

" The book should be In the hands of every mason or student of ttonawork."— C»£Mrf> 
GitmrdiaM. 

" A capital handbook for all who manipulate stone for building or ornamental puipoaes."— 
MmdUnery MarJM. 

PUMPS AND PUMPING. 

A Handbook for Pump Users. Being Notes on Selection, Construction, and 

Management. By M. Powis Bale, M.I.M.E. Third Edition, Revised. 

Crown 8vo, cloth. [Just PiMisM. 2/6 

" The matter b set forth as concisely as possible. In bet. condensadoa rather than dlAiM- 

noas has been the author's aim throughout ; yet he does not seem to have omitted aaything likely to 

be of use. "— y»tt mai qf Gas Lighting. 

" ThorougtUy practical and simply and clearly written."— Ci^Hifwa' HtrcUd. 

MILLING MACHINES AND PROCESSES. 

A Practical Treatise on Shaping Metals^ by Rotary Cutters.^ Including 
Information on Makins and Grindir • '^ -^ -- 

Author of " Lathe-Work." 352 pp. 
crown 8vo, cloth 

" A new departure in engineering literature. . . . We can recommend this work to all in. 
taiested in milling machines ; it is what it prufurises to be— a practical treatise."— f*yi<N«(r. 

** A capital and reliable book which will no doubt be of considerable service both to those 
B already acquainted with the process as well as to those who contemplate Ita adoption.'*— 



ding the Cutters. By Paul N. Hasluck, 
). With upwards of 300 Engravings. Large 
12/6 



LATHE-WORK. 

A Practical Treatise on the Tools, Appliances, and Processes employed in 
the Art of Turning. By Paul N. Hasluck. Fifth Edition. Crown 8vo, 

cloth . . . ' 6/0 

" Written by a man who knows not only how work ought to be done, but who also knows how 
to do It. and how to convey his knowledge to others. To aUtumers this book would be valuaUa."— 
SngiitttriHji: 

" We can safely recommend the work to young engineers. To the amateur It wfll simply be 
tavalnable. To the student it will convey a great deal of useftil Information."— fiv'MMr. 

SCREW-THREADS, 

And Methods of Producing Them. With numerous Tables and complete 
Directions for using Screw-Cutting Lathes. By Paul N. Hasluck, Author 
of " Lathe- Work," &c. With Seventy-four Illustrations. Fourth Edition. 

Re-written and Enlarged. Waistcoat-pocket size 1 /o 

" Full of useful information, hints and practical criticism. Taps, dies, and 
generally are Ulustr.iied and their actions AeKnhe*.\."—MechaMical H'erld. 

" It is a complete com^HMiiliuni of all the details of the screw-cutting lathe ; in fact a 
in-pmrvo on all the subjects it trcatj upon."— <. af^/i/rr and Builder. 

TABLES AND MEMORANDA FOR ENGINEERS, 
MBCH ANICS, ARCHITECTS, BUILDERS. Ac 

Selected and Arranged by Francis Smith. Sixth Edition, Revised, including 
Electrical Tables, Formula, and Memoranda. Waistcoat-pocket sixe, 
Ump leather. [Just Publuhtd, 1/6 



" It would, perhaps, be as difficult to make a small pocket-book selection of notes and t 
to suit all engineers as it would be to make a univo-sal medicine ; but Mr. Smith's waistcoat- 
pocket collection may be looked u|x>n as a successful attempt,"— Bneifutr. 

" The best example we have ever seen of 270 pages or useful matter packed into the dlmen- 
rions of a c»xii-casm."—£Miidi*i/r News. " A veritable pocket treasury of knowledge."— /r«H. 

POCKET aL055ARY OF TECHNICAL TERMS. 

English-French, French-English ; with Tables suitable for the Architectui-al, 
Engineering, Manufacturing, and Nautical Professions. By John Iambs 
Fletcher, Engineer and Surveyor. Second Edition, Revised and EnurgedL 

aoo pp. Waistcoat-pocket sixe, limp leather 1 /O 

" It is a very great advantage for readers and correspondents in France and Eitfland to have 
•o kvse a number of the words relating to engineering and manufacturers collected in a HIHputlaa 
vohune. The little book will be usefulboth to students and traveUeis."— ^if fvA<Atr<. 

" The glossary of terms is very complete, and many of the Tablet are new and well amnged. 
We cordially commend the book."— AfrcAawi^a/ H'»rld, 
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THE ENGINEER'S YEAR BOOK FOR 1899. 

Comprising Formube, Rules, Tables, Data and Memoranda in Civil, Mechanical, 
Electrical, Marine and Mine Engineering. By H. R. Kkmpb. A.M. Inst. CE., 
M.I.E.E., Technical Officer of the Engineer-in-Chief's Office, General Post 
Office, London, Author of "A Handbook of Electrical Testing." "The 
Electrical Engineer's Pocket-Book, " &c With about 900 Illustrations, roedallv 
Engraved for the work. Crown 8vo, 750 pp., leather. [Jtut Publisfua, 8/0 
" ReprcMoti aa ooorroous quantity of worii, and forms a desliable book of referance."— Tlk* 
Snfinetr. 

"The TolunM is distinctly in advance of most similar publicatloas in tliis country.*— 
BngliutriHg: 

" This vahiafale and well-designed book of reference meets the demands of all descdptkmt of 
en gtaii e n . "SaturwU^y Rtview. 

" Teems with up^o-date infonnation in eveiy bnmch of enclneerinff and constnictioa.'*— 
ButUiturNrvs. 

'* The needs of the engineering profession could hardly be supplied in a more adndnble, 



complete and convenient form. To say that it more than sustains alTcomparisons is praise of the 
highest sort, and that mav Justly be said of it"— jVtXt'yur yQumal. 

" There is certainly room for the newcomer, which supplies explanations and directions, as 
wen as formulae and ubies. It deserves to become one of the most successful of the technical 
anneals."—^ rchUect. 

" Brings together with great skill all tbe technical informatioD which an engineer has to ■■• 
day by day. It is in every way admirably equipped, and is sure to prove successful. "—^Sco ^iwii . 

" Tne up-to-dateness of Mr. Kempe's compilation is a quality that will not be lost on the bitty 
people for whom the work is intended."— 6'Atj^0W Htratd. 

THE PORTABLE ENGINE. 

A Practical Manual on its Construction and Management. For the ose 
of Owners and Usiers of Steam Engines generally. By William Dtson 

Wansbrough. Crown 8vo, cloth S/6 

" This is a work of value to those who use steam machinery. . . . Should be read by every 
one wlio has a steam engine, on a farm or elsewhere."— JfarA Lant Ex^rtss. 

" We cordially commend this work to buyers and owners of steam<engines, and to thoae who 
have to do with their construction or \is»."— Timber TrtuUs JeMmal. 

" Such a general knowledge of the steam-engine as Mr. Wansbrough furnishes to the reader 
should be acquired by all intelligent owners and others who use the steam-engine."— J^M^AMnyf Ntmt. 
" An excellent text-book of this useful form of engine. The ' Hints to Purctiasers ' contain ■ 
good deal of common-sense and practical wisdom."— fini^/tixA Mttkanic. 

IRON AND STEEL. 

A Work for the Forge, Foundry, Factory, and Office. Containing ready, 
useful, and trustworthy Infonnation for Ironmasters and their Stock-takers : 
Managers of Bar^ Rail, Plate, and Sheet Rolling Mills; Iron and Metal 
Founders; Iron Ship and Bridge Builders; Mechanical, Mining, and CoD> 
suiting Engineers ; Architects, Contractors, Builders, &c. By Charlbs Hoasb, 
Author of^'The Slide Rule," &c. Ninth Edition. 32010, leather . 6/0 

" For comprehensiveness the book has not its equal."— /r^n. 

** One of the best of the pocket books."— ii>A'/ixA Muhanic. 

CONDENSED MECHANICS. 

A Selection of Formulae, Rules, Tables, and Data or the Use of Engineering 
Students, Science Classes, &c. In accordance with the Requirements of the 
Science and Art Department. By W. G. Crawford Hughes, A.M.I.C.E. 

Crown 8vo, cloth 2/6 

** The book is weD fitted for those who are either confronted with practical problems In 
their work, or are preparing for examination and wish to refresh their knowledge by goli^ through 
their formulae afain."- A/ian'Mr Enginter, 

" It is weO arranged, and meets the wants of those for whom It is \xAtXk^nA."— Railway Ntmt, 

THE SAFE USE OF STEAM. 

Containing Rules for Unprofessional Steam Users. By an Engineer. Seventh 
Edition. Sewed 6d. 

If steam-users would but learn this little book by heart, boiler explosions would beoome 
— by their rarity."- ^»«/ij* Mechanic. 

HEATING BY HOT WATER. 

With Infonnation and Suggestions on the best Methods of Heating Public, 

Private and Horticultural Buildings. By Walter Jones. Second Edition. 

With 96 Illustrations, crown 8vo, cloth ... Utt 52/6 

"We confidently recommend all interested in heating by hot water to secure a copy of this 

Tshiable little tsearise.'*— The Plumber and Decorator. 
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LIGHT RAILWAYS FOR THE UNITED KINGDOM, 
INDIA. AND THB COLONIB5. 

A Practical Handbook setting; forth the Principles on which Light Railways 
should be Constructed, Worked, and Financed ; and detailing the Cost of 
Construction, Ekiuipment, Revenue and Working Expenses of Local Railways 
already established in the above*mentioned countries, and in Belgium. France. 
Switieriand, &c. By J. C. Mackay, F.G.S., A.M. Inst.C.E. Illustrated 
with Plates and Diagrams. Medium 8vo, cloth. [Jitst Published, 1 5/0 

"Mr. Mackay's volume is cleariy and concisely written, admirably arranifed, and freely 

Olustnted. The book is exactly what has been lonff wanted. We recommend it to all interMted 

in the subiect. It is sure to have a wide saiie."—Jiaifway News. 

" Those who desire to have within reach nneralinfonnation concerning almost all the light 

laihrav systems in the world will do well to buy Mr. Mackay's book."— Jfi^Mwr. 

^* This work appears very opportunely, when the extmsion of the system on a large scale to 

England is at last beliig mooted. In its pages we find all the information that the heart of man can 

denie on the subject. . . . every detail ui its story, founded on the experience of other countries 

and applied to the possibilities of England, is put before u^"—S/tctalfr. 

PRACTICAL TUNNELLING. 

Explaining in detail Setting-out the Works, Shaft-sinkins, and Heading-driving, 

Ranging the Lines and Levelling unders^und, Sub-Excavating, Timbering 

and the Construction of the Brickwork of Tunnels, with the amount of Labour 

required for, and the Cost of, the various portions of the work. By Frbdbrick 

W. SiMMS. M.Inst.C.E. Fourth Edition, Revised and Further Extended, 

including the most recent (1805) Examples of Sub-aqueous and other Timnels, 

by D. KiNNBAR CiJiRic, M. Inst. C.E. Imperial 8vo, with 34 Folding Plates 

and other Illustrations. Cloth. [Just Publtshsd. £2 2«. 

'The present (1896) edition has been brought right up to date, and is thus rendered a work to 

which dvil engineers generally should have ready access, and to which engineers who have con- 

stiuctloa work can hardly afford to be without, but which to the jrounger members of the professwn 

is invaluable, as from its pages they can learn the state to which the science of tunnelling has 

attained."— i?aiV«>ay JVews. 

"The estimation in which Mr. Simms's book has been held for many years cannot be more 
truly expressed than in the words of the late Prof. Rankine: 'The best source of informatloa on 
the subject of tunnels is Mr. F. W. Simms's work on Practical Tunnelling.' "—^rehiUct. 

THE WATER SUPPLY OF TOWNS AND THE CON- 
STRUCTION OP WATBR.WORKS. 

A Practical Treatise for the Use of Engineers and Students of En^neering. 
By W. K. Burton, A.M. Inst. C.E., Professor of Sanitary Engineermg in the 
Imperial University, Tokyo, Japan, and Consulting Engineer to the Tokyo 
Water- works. Second Edition, Revised and Extended. With numerous 
Plates and Illustrations. Super-royal 8vo, buckram. [Just Published. 20/O 
I. Introductory. — II. Diffhrrnt qualities of Water. — III. quantity of 
Watbk to be Provided.— IV. on asckriaininc whether a Proposed Source of 
Supply is sufficient.— v. on estimating the storage Capacity rbquirbd 
TO BB Provided.— vn. classification of Water-works.- Vll. impounding rbsbr- 
voiKS.— VIII. Earthwork Dams.— IX. Masonry Dams.— X. The Purification of 
Water.— XI. se'itling Reservoirs.- Xll. Sand Filtration.— XI II. Purification 
of Water by Action of iron, softening of Water by Action op lime. Natural 
Filtration.— XIV. service or Clean Water Reservoirs— Water Towers— Stand 
Pipes.— XV. the connection of settlin<; reservoirs. Filter Beds and Service 
Reservoirs.- XVI. pumping Machinery.— xvii. Flow op water in Conduits- 
Pipes AND OPEN C11ANNE1.S.— XVili. Distribution systems.— XIX. Special Pro- 
visions for the Extinct ion of Fire.— XX. Pipes for water-works.- XXI. Pre- 
vention of Waste of Water.— XXII. Various Applications used in Connection 

WITH WATBR-WORK-S. 

Appendix l. By Prof. JOHN MILNE, F.R.S.— Considerations concerning thb 
PROBABLE Effects of Earthquakes on water-works, and the Special Pre- 
cautions TO be taken in Earthquake Countries. 

Appendix II. By JOHN DE RIJKE, C.E.— On Sand Dunes and Dune Sand as 
a Source of water supply. 

"llie chapter upon filtration of water is^ry complete, and the Retails ^^^^^'^^^^^'^J^ 



... _ . B work should be specially valuable to civil engfinecn engaged In work In 

Japan, but the interest is by no means confined to that locality."— fw^'M/rr. 

** We congratulate the author upon the practical commonsense shown In the preparation of 
this wofk. . . . The plates and diagrams have evidently been prepared with great care, and 
cannot fall to be of great assistance to the student." — BuiUUt. 

" The whole art of water- works construction is dealt with in a clear and compTBhenrive tehkm 
In this handsome volume. . . . Mr. Burton's practical treatise shows in all its sections the ftiiit 
of independent study and individual experience. It is largely based upon hia own practice in the 
bcancb of engineering of which it vcvaxs:'~-SatHrday RrvUw. 
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THE WATER 5UPPLY OF CIT1E5 AND T0WN5. 

By William Humbrr, A. M. Inst. C.E., and M.Inst. M.E., Author of "Cast 
and Wrought Iron Bridge Construction^" &c, &c Illustrated with «o Doohle 
Plates, I Single Plate, Coloured Frontispiece, and upwards of 250 Woodcuts, 
and containing 400 pp. of TexL Imp. 410, elegantly and substantially 
balf-bound in morocco Net £6 Q*. 

List op Contents. 
I. Historical skrtch of some of the means that have been adopted for 
THB Supply op Water to en ihs and Towns.— II. Water and thk Foreign Matter 

USUALLY ASLSOCIATBD WITH IT.— III. RAINFALL AND EVAPORATION.— IV. SPRINGS AND 
THE WATHR-BF.ARING FORMATIONS OF VARIOl'S DISTRICTS.— V. MBASURRMBNT AND 

Estimation of thr Flow of Water.- VI. un thk Sklfxtion of the Sourcb of 
SUPPLY.— vii. Wells.— VIII. Rbsf.rvoirs.— IX. The Purification of Watbr.— 
X. Pumps.- XI. Pumping Machinery.— XII. Conduits.— XIII. Distribution of water. 
~XIV. Meters, Service Pipes, and House fittings.— XV. The Law of Economy of 
Water-works,— XVI, Constant and Intermittent supply.— XVll. Description of 
PLATES,— appendices, givin<; Tablf-s of Rates of Supply. Velocities, Ac, Ac., 
together with Specifications of several works illustrated, among which 
wiu. BE found : Aberdekn, bideforu. Canterbury. Dundee. Halifax. Lambeth. 
Rotherham. Dublin, and others. 

" The most systentatic and valuable work upon water supply hitherto produced in FngliA, or 
In any other lant^age. . . . Mr. number's work is characterised almott througliout by an 
exbauadvevess much mure distinctive of French and Gemtun than of English technical tr e a t i wi."— 

RURAL WATER 5UPPLY. 

A Practical Handbook on the Supply of Water and Construction of Water- 
works for small Country Districts. By Allan Gkbenwbll, A.M.I.C.E., 
and W. T. Cukry. A.M.I.C.E., F.G.S. With Illustrations. Second Edition, 
Revised. Crown 8vo, cloth. [Just Publishtd, 6/0 

"We conscientiously recommend it as a rery useful book for those concenied in ohfjning 
water for small districts, giving a great deal of |>ractic.\] infoniiation hi a small compaw. "—Buiidrr. 

" The volume contains valuable infonnation upon all matters connected with water supply. 
It is full of details on points which are continually before water-works < " 



HYDRAULIC TABLE5, CO-EFFlCIENT5,& FORMUL>E. 

For Findins the Discharge of Water from Orifices, Notches, Weirs, Pipes, and 
Rivers. With New Formulie, Tables, and General Infonnation on ]aun-&ll. 
Catchment -Basins, Drainage, Sewerage, Water Stipply for Towns and Mill 
Power. By John Neville, Civil Engineer, M.K.I.A. Third Edition, 
revised, with additions. Numerous Illustrations. Crown 8vo, cloth . 14/0 
"It is. of all English books on the subject, the one nearest to completeness. . . . Fkom 
• good arrangement of the matter, the clear explanations and abundance of formuUe, the caieAil^ 
Iculated ubles, and, above all. the thorough acquaintance with both theory and constnictioa. 
kich H displayed from first to last, the book will be found to be an acquisition. —^rvJUter/. 



wiilch b displayed from first to last, the book will be found to be an acquisition. —^rvJUier/. 

HYDRAULIC MANUAL. 

Consisting of Working Tables and Explanatory Text. Intended as a Guide in 
Hydraulic Calculations and Field Operations. By Lowis D'A. Jackson, 
Author of "Aid to Survey Practice," "Modern Metrology," &c. Fourth 

Edition, Enlarged. Large crown 8vo, cloth 1 6/0 

"The author has had a wide experience in hydraulic engineering and has been a carefid 

observer of the facts which have come under his notice, and from the great mass of material at his 

command he has constructed a manual which may be accepted as a tnistworthy guide to thb 

bn&ch of the engineer's profession." — Ent^netriMg. 

" The most useful feature of this work b its freedom from what is superannuated, and its 

thoraogh adoption of recent experiments ; the text is in fact in great part a short account of the 

greet modem experiments."— AuiWrv. 

WATER ENOINEERINO. 

A Practical Treatise on the Measurement, Storage, Conveyance, and Utilisa- 
tion of Water for the Supply of Towns, for Mill Power, and for other Purposes. 
By C. Slagg, a. M. Inst. C.E. Second Edition. Crown 8vo, cloth . 7/0 
" As a small practical treatise on the water supply of towns, and on some applications of water- 
power, the work is in many respects excellent."— /Tfv^nnnH^. 

" The author has collated the results deduced from the experiments of the most < ' 



orlties, and has presented them in a compact and practical form, accompanied by very daar 
detailed explanations. . . . The application of water as a motive power is traatea very 
fully and exhaustively."— Am^jUtt. 



carefully and exhaustively. 
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MA50NRY DAMS PROM INCEPTION TO COMPLETION. 

Including numerous Formulae, Forms of Specification and Tender, Pocket 
Diagram of Forces, &c. For the use of Civil and Mining Engineers. By 
C. F. Courtney, M.Inst. C.E, 8vo, cloth. [Just Publtshed. 9/0 

RIVER BARS. 

The Causes of their Formation, and their Treatment by " Induced Tidal 
Scour ; " with a Description of the Successful Reduction by this Method of 
the Bar at Dublin. By I. J. Mann, Assist. Eng. to the Dubhn Port and Docks 

Board. Royal 8vo, cloth \ . . . 7/6 

" We recommend all interested In harbour works— and, indeed, those concerned in the 

tmp w wei u enti of rivera generally— to read Mr. Mann's interesting work on the treatment of ftrer 

bars. "—Engittitr. 

DRAINAGE OF LANDS, TOWNS AND BUILDINGS. 

By G. D. Dempsky, C.E. Revised, with laree Additions on Recent Prac- 
tice IN Drainage Engineering, by D. Kinnear Clark, M. Inst. C.E^ 
Authorof "Tramways: their Construction and Workiixg." Cr.Svo, cloth . 4/0 
"The new matter added to Mr. Denipsey's excellent work is characterised by the compre* 
benalve ffrasn and accuracy of detail for which the name of Mr. D. K. Clark is a suffident 
lier. —AtheH4tu$it, 



TRAMWAYS: THEIR CONSTRUCTION AND WORKING. 

Embracing a Comi>rehensive History of the System ; with an exhaustive 

Analysis of the Various Modes of Traction, including Horse Power, Steam, 

Cable Traction, Electric Traction, &c. : a Descriotion of the Varieties of 

Rolling Stock ; and ample Details of Cost and Working Expenses. New 

I^ition, Thoroughl>[ Revised, and Including the Progress recently made in 

Tramway Construction, &c., &c. By D. Kinnear Clark, M. Inst.CE. 

With 400 Illustrations. 8vo, 780 pp., buckram. [/m^ Publishsd. 28/0 

" Although descrit)ed as a new edition, this book is really a new one. a Urge part of It, which 

covers historical ground, having been re-written and amplified ; while the parts which rcdaute to all 

that has been done since 1882 appear in this edition only. It is sixteen yean since the first edMoa 



I appear m this edition only. It is sixteen yean siii 
appeared, and twelve years since the supplementary volume to the first book was publiabed 

* - . then, of twelve years, it is obvious that the author has at ^"" "" * ' 

, , . iscriniive and statistical information, with which he may, an^ , ^ 

volume of peat value to all interested in tramway construction and working. The new volume is 



After a lapse, then, of twelve years, it is obvious that the author has at his disposal a vast 
quantity of descrictive and statistical information, with which he may, and has, produced a 
volume of peat value to all interested in tramway construction and working. The new volume is 
one which will rank, amon^ tramway engineers and those interested in tramway working, with his 
world-famed book on railway machinery?'— TA/ Enginter, March 8. 1895. 

PRACTICAL SURVEYING. 

A Text-Book for Students preparing for Examinations or for Siirvey«work in 
the Colonies. By George W. Usill, A.M.I.C.E. With 4 Plates and up- 
wards of ^^o Illustrations. Fifth Edition, Revised and Enlarged. Including 
Tables of Natural Sines, Tangents, Secants, &c. Crown 8vo, cloth 7/6 ; or, 
on Thin Paper, bound in limp leather, gilt edges, rounded cornerSi for 

pocket u]«e *! 2/6 

"The best forms of instrunienis are described as to their construction, lues and modes 
of employment, and there are innumerable hmts on work and equipment such as the author. In 
his experience a.t surveyor, draughtsman and teacher, has found necessary, and which the student 
In his mexperience will find most serviceable."— £/i4|i>wrr. 

" The latest treatise in the Enj^ish language on surveying, and we have no heaitatloa In say- 
ing that the student will find it a better guide than anjVof its predecesson. Deserves to be 
recoenised as the first book which should be put in the hands of a pupil of Civil Engineering. "<— 

AID TO SURVEY PRACTICE. 

For Reference in Surveying, Levelling, and Setting-out; and in Route Sur- 
veys of Travellers by Land and Seal With Tables, Illustrations, and Recoids. 
By Lewis D'.\. Jackson, A.M.I. C.E. Second Edition, Enlarged. Large 

crown 8vo, cloth 1 Qjf^ 

" Mr. Jackson has produced a valuable vadfmtcum for the surveyor. We can leconuneod 
this book as containing an admirable supplement to the teaching of the accomplished surveyor."— 
A^enmtm. 

" As a text-bo<A we should advise all survevon to place It In their libraries, and study weD 
the matured instructions afforded in its pages."— C0//t>r>' Guardian. 

" The author brings to his work a fortunate union of theory and practical experience wUch, 
aided by a clear and luctd style of writing, renders the book a very useful one,''—JltMdgr, 
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BNOINEER'S A MINING SURVEYOR'S FIELD BOOK. 

Consisting of a Series of Tables, with Rules, Explanations of Systems, and 
use of Theodolite for Traverse Surveying and plotting the work with minute 
accuracy by means of 3iraight Edge and Set Square only ; Levelling with the 
Theodolite, Casting-out and Reducing Levels to Datum, and Plotting Sections 
in the ordinary manner ; Setting-out Curves with the Theodolite by Tangential 
Angles and Multiples with Right and Left-hand Readines of the Instrument; 
Setting-out Curves without Theodolite on the System of Tangential Angles by 
SeU of Tangenu and Offsets ; and Earthwork Tables to 80 feet deep, calcu- 
lated for every 6 inches in depth. By W. Davis Haskoll, C.E. With 
numerous Woodcuts. Fourth Edition, Enlarged. Crown 8vo, cloth . 1 2/0 



" The book is very handy ; the separate utdes of sines and tangents to every minute 
•All for many other purposes, the genuine traverse tables existin|( all the same."— W/A«m«hm. 

"Every person eni;i<4(ecl in en^neenn^ field oper.itions will e&tmiate the importance of luch 
-"*' -16 tne amount of valuable time which will be saved by reference to a set of reliable tables 
whh the accuracy and fuhiess of those given in this volume."— ^a^/SMry Ntws. 

LAND AND MARINE SURVEYING. 

In Reference to the Preparation of 'Plans for Roads and Railways ; Canals, 

Rivers, Towns' Water Supplies; Docks and Harbours. With DeKription 

and Use of Surveying Instruments. By W. Davis Haskoll, C.E. Seoood 

Edition, Revised, with Adilitions. Large crown 8vo, cloth . O/O 

" This book Hiust prove of great value to the student. We have no hesitation in n 

unndlngh. feelintf assured that it wilt more than repay a careful study."— il/M-Aanira/ World. 

**K most useful book for the student. We strontfly recommend it as a carefuUy<~ 

•ad valuable text-book. It enioys a well-deserved repute among surveyors." — BuiUUr. 

" This volume cannot fail to prove of the utmost practical utility. It may be safely 
BMndad to all students who aspire to become clean and expert surveyors."— AA'ni'n^^ y»umal, 

PRINCIPLES AND PRACTICE OF LEVELLING. 

Showing its Application to Purposes of Railway and Civil Engineering in 
the Construction of Roads ; with Mr. Tklfurd's Rules for the same. By 
Fkbderick W. Simms, F.G.S., M. Inst. C.E. Eighth Edition^ with the 
addition of Law's Practical Examples for Setting-out Railway Curves, and 
Trai/twink's Field Practice of Laying-out Circular Curves, with 7 Plates 

and numerous Woodcutx, 8vo, cloth 0^$ 

♦*♦ Trautwink on Curves may be had separate Q/O 

"The text- t>ook on levelling in most of our engineerintf schools and coUetfes."— ^fU'iiwrr. 

"The publishers h.ive rendered a substantial service to the profession, es|}ecially to the 
«n. by brinipni; out the present edition of Mr. Siiiuiis's useful '<mof\i."—BHgiiuertng. 

AN OUTLINE OF THE METHOD OF CONDUCTING 

A TRIOONOMETRICAL 5URVEY. 

For the Formation of Geographical and Topographical Maps and Plans, Mili- 
tary Reconnaisiumce, LEVELLING, &c., with Useful Problems, Formulae, 
and Tables. By Lieut. -General Fkcme, R.E. Fourth Edition,' Revised ana 
utiy Re-written by Maior-General Sir Charles Warken, G.C.M.G., R.E. 
^th 19 Plates and 115 Woodcuts, royal 8vo, cloth .... 16/0 
"No words of praise from us can stren^tlten thr jxisition so well and so ste.idll]^ maintained 
bjr this work. Sir Charles Warren has revised the entire work, and made such additions as wete 
f to brini; every portion of the contents up lo the present ^Xt,"— Broad Arrvw. 



^^ 



TABLES OF TANGENTIAL ANGLES AND MULTIPLES 
FOR ABTTINQ-OUT CURVE5. 

From 5 to 200 Radius. By A. Beazklbv, M.Inst. C.E. 6th Edition, 
Revised. With an Appendix on the iise of the Tables for Measuring up 
Curves. Printed on 50 Cards, and sold in a cloth box, waistcoat-pocket size. 

\Jutt Published. 8/6 
"Each table is printed on a card, which, placed on the theodolite, leaves the hands f 



> manipulate the instrument— no small advantage as rejfards the rapidity of work."— £>^^'H«rr. 

" very handy : a man may know ihat all his dav's work nmst fall on two of these cards, whkh 
■ puti faito his own card-case, and leaves the rest twhind."— WM«;<«um. 



HANDY GENERAL EARTH-WORK TABLES. 

Giving the Contents in Cubic Yards of Centre and Slopes of Cuttings and 
Embankments from 3 inches to 80 feet in Depth or Height, for use with either 
66 feet Chain or 100 feet Chain. By J. H. Watson Buck, M. Inst. CE. 
On a Sheet mounted in cloth case. [/^sf Pubtishtd. 8/0 
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EARTHWORK TABLES. 

Showing the Contents in Cubic Yards of Embankments, Cattings, &c., of 
Heights or Depths up to an average of 80 feet. By Joseph Broadbbnt, C.B^ 

and Francis Campin, C.E. Crown 8vo, cloth 6/0 

** The way in which accuracy is attained, by a ^mple division of each cross section into three 
elements, two in which are constant and one variable, is ingenious. "-^>f/Atfw<rMm. 

A MANUAL ON EARTHWORK. 

By A1.BX. J. S. Graham, CE. With numerous Diagrams. Second Editioo. 
x8mo, cloth 2/6 

THE CONSTRUCTION OF LARGE TUNNEL SHAFTS. 

A Practical and Theoretical Essay. By J. H. Watson Buck, M. Inst CE^ 

Resident Engineer, L. and N. W. R. With Folding Plates, 8vo, cloth 1 2/0 

*' Many of the methods given are of extreme practical value to the mason, and the obeorva- 

tions on the form of arch, the rules for ordering the stone, and the construction of the templates, 

will be found of considerable use. We ccanmend the book to the engineering profeastoa."— 

"will be regarded by dvil engineers as of the utmost value, and calculated to save macb 
time and obviate many mistakes."— C^/Zilefs^ Guardian. 

CAST & WROUGHT IRON BRIDGE CONSTRUCTION 

(A Complete and Practical Treatise on), including Iron Foundations. In 
Three Parts.— Theoretical, Practical, and Descriptive. By William Humbkx, 
A. M. Inst. C.E., and M. Inst. M.E. Third Edition, revised and much im- 
proved, with 1x5 Double Plates (90 of which now first appear in this editioti), 
and numerous Additions to the Text. In 9 vols., imp. 4to, half-bound in 

morocco £6 16s. 6d. 

** A very valuable contribution to the standard literature of dvil engineering. In addition to 
eleradons, puns, and sections, large scale details are given, which very much enhance the 
inatnictive worth of those illustrations. " — CivU Eng^ttur and Arehitecfs yournal. 

"Mr. number's stately volumes, lately issued— in which the most important bridges 
erected during the last five years, under the direction of the late Mr. BruneC Sir W. Cubttt, 
Mr. Hawkshaw, Mr. Page, Mr. Fowler, Mr. Hemans, and others amoi^ our most eminent 
engi n eer s , are drawn and specified in great d.tiaiL"'-Engituer. 

ESSAY ON OBLIQUE BRIDGES 

(Practical and Theoretical). With 13 large Plates. By the late Gbokgk 
Watson Buck, M.I. CE. Fourth Edition, revised hy his Son, J. H. Watson 
Buck, M.I. C.E. ; and with the addition of Description to Diagrams for 
Facilitating the Con.struction of Oblique Bridges, byW. H. Barlow, M.I.CE. 

Royal 8vo, cloth 12/0 

"The standard text-book for all engineers regarding skew arches is Mr. Buck's treatise, 
and It would be impossible to consult a \>ftXiex."—EMgittter. 

" Mr. Buck's treatise is recognised as a standard text-book, and his treatment has divested 
the subject of many of the intricacies supposed to belong to It. As a guide to the engineer and 
architect, on a confessedly diificult subject, Mr. Buck's work is unsurpassed."— Awitfi^M^ News. 

THE CONSTRUCTION OF OBLIQUE ARCHES 

(A Practical Treatise on). By John Hakt. Third Edition, with Plates. 
Imperial 8vo, cloth 8/0 

GRAPHIC AND ANALYTIC STATICS. 

In their Practical Application to the Treatment of Stresses in Roofs, Solid 
Girders, Lattice, Bowstring, and Suspension Bridges, Braced Iron Arches and 
Piers, and other Frameworks. By K. Hudson Graham, C.E. Containing 
Dias[rams and Plates to Scale. With numerous Examples, many taken from 
existing Structiues. Specially arranged for Class-work in Colleges and 
Universities. Second Edition, Revised and Enlarged. 8vo, cloth . 1 6/0 
** Mr. Graham's book will find a place wherever graphfc: and analytic statics are used or 
studied."— ^ffv^fuvr. 

"The work is excellent from a practical point of view, and has evidently been prepared 
with much care. The directions for working are simple, and are iUustratcd by an abundance of 
weU-Mlectad examptes. It is an excellent text-book for the practical draughtsman."— ^CAamtmim. 

PRACTICAL GEOMETRY. 

For the Architect, Engineer, and Mechanic Giving Rules for the Delineation 
and Arolication of various Geometrical Lines, Figures, and Curves. Bv 

E. W. Takn, M.A., Architect. 8vo, cloth 9/0 

** No book with the same objects in view has ever been published In which the claemen of 
the rules laid down and the illustntlve diagrams have been so satisfictorf ."-^ScMSriMan. 
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THE OBOMBTRY OF C0MPA55B5. 

Or. ProbleitM Resolved bv the mere Description of Circles and the Use of 
Coloured Diagmins and Symbols. By Olivbk Bvsns. Coloured Plates. 
Crown Bvo, cloth 8/6 

WBIQHTS OP WROUGHT IRON Sl 5TBEL Q1RDER5. 

A Graphic Table for Facilitating the Computation of the Weights of Wrought 
Iron and Steel Girders, &c., for Parliamentary and other Estimates. By 
J. H. Watson Buck, M.Inst. C.E. On a Sheet 2/6 

HANDY BOOK FOR THE CALCULATION OP STRAINS 

In Girders and Similar Structures and their Strength. Consisting of Formula 
and Corresponding Diagrams, with ntmierous details for Practical Applica- 
tion, &c. By William Humber, A. M. Inst. C.E., &c Fifth Edition. 
Crown 8vo, with nearly xoo Woodcuts and 3 Plates, cloth T/6 

** Tbe focmube are needr expressed, and the diagrams good.'—Atktrututm. 

" We heartily commend tbu really handy book to our engineer and architect r eade n .*— 
Bn^Mt* Mtehanie. 

TRUSSES OF WOOD AND IRON. 

Practical Applications of Science in Determining the Stresses. Breaking 
Weights, Sate Loads, Scantlings, and Details of Construction. With Complete 
Working Drawings. By William Griffiths, Surveyor, Assistant Master. 
Tranmere School of Science and Art. Oblong 8vo, cloth. . . 4/6 

"This handy little book cnten to minutely into every detail connected with the con* 
siructioQ of roof trusses that no student need be ignorant of these taat\vn.'''^PraeHcat Emfimur. 

THE STRAINS ON STRUCTURES OF IRONWORK. 

With Practical Remarks on Iron Construction. By F. W. Shbilds, M.I.CE. 
8vo, cloth 5/0 

A TREATISE ON THE STRENGTH OP MATERIALS. 

With Rules for Applicati<» in Architecture, the Construction of Suspension 
Bridges, Railways. &c By Pbtrr Barlow, F.R.S. A new Edition, revised 
by hu Sons, P. W. Barlow,' F.R.S., and W. H. Barlow, F.R.S. ; to which 
are added. Experiments hy Hodgkinson, Fairbairn, and Kirkaldt ; and 
Fonnube tor cuculating Girders, &c. Arranged and Edited by Wm. Humbbr, 
A. M. Inst. C.E. Demy 8vo, 400 pp., with 19 large Plates and numerous 

Woodcuts, cloth 18/0 

"Valuable alike to the student, tyro, and the experienced practitioner, it wHl always rank 

in flitufe as it has hitherto done, as the standard treatise on that particular subject."— £*uifiMfr. 

" As a scientific work of the first class, it deserves a foremost place on the bookslielvas of 

eveiy dvll engineer and practical mechanic. "^fiv'^A Mechanic. « 

STRENGTH OP CAST IRON AND OTHER METALS. 

By Thomas Trbdgold, C. E. Fifth Edition, including Hodgkinson's Experi> 
mental Researches. 8vo, cloth 1 2/0 



SAFE RAILWAY WORKING. 

A Treatise on Railway Accidents, their Cause and Prevention ; with a De- 
scription of Modem Appliances and Systems. By Clbmbnt £. Strbtton, 
C.E., Vice'Preudent and Consulting Engineer, Amalgamated Society of 
Railway Servants. With Illustrations and Coloured Plates. Third Edition, 

Enlarged. Crown 8vo, cloth 8/6 

*'A book for the englaeer. the directors, tbe manafen; and. In shoct. all who wish for 

InfofiDBtlan on railway matters will find a perfect encyctopcdia in ' Sails Railwmy Working.' **— 

Rmitmaji RtvUw. 

** We commend the remarks on railway signalling to aD railway maaagen, especially vliere 

a unMbim code and practfce is advocated."— /Ttfrr/eM'j^aMMijr yonmaL 

EXPANSION OP STRUCTURES BY HEAT. 

By John Kxilt, CE., Ute of the Indian Public Works Department Qt>wn 

8vo, cloth 8/6 

" The aim the author has set before him, vis., to show the effects of heat vpon metaHk and 

otlier structures. Is a laudable one. for this is a branch of physics upon which the « — ' ~ 

architect can find but little vdiabte and comprehensive data in books."— ^MiMrr. 
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RECORD OF THE PROGRESS OF MODERN 

BNOINBBRINO. 

Complete in Four Volumes, imperial 4to, half-moroooo, price £12 12s. 

Each volume sold separately, as follows : — 
FissT Series, Comprising Civil, Mechanical, Marine, Hydraulic, Rulway, 
Bridge, and other Engmeering Works, &c. By William Humbbr, 
A. M. Inst. C.E., &c Imp. 410, with 36 Double Plates, drawn to a large scale, 
Photographic Portrait of Johp Hawkshaw, C.E., F.K.S., &c., and copious 
descriptive Letterpress, Specifications, &c. Half>morocco . £3 8s. 

List op the Plates and Diagrams. 

Victoria Station and Roof, l. b. & S. C R. {8 plates) ; southport Pibr 
(a PLATES) ; Victoria station and roop, l. C & D. and g. w. r. (6 plates) ; Roof 
op Cremorne Music Hall; Cridgb over G. N. Railway; Roop op Station, 
dutch Rhenish Rail. (9 plates); bridge over the Thames, west London 
Extension Railway (5 plates); armour Plates: Suspension Bridge, Thames 
(4 plates); the Allen Engine; Suspension bridge, Avon (3 plates); Under- 
ground Railway (3 plates). 

HUMBERTS PROGRESS OF MODERN ENQINEERINQ. 

Second Series. Imp. 4to, with 3 Double Plates, Photographic Portrait of 
Robert Stephenson, C.E., M.P., F.R.S., &c, and copious descriptive Letter* 
press, Speafications, &c. Half>morocoo £3 8s. 

List op the Plates and Diagrams. 

Birkenhead Docks, Low water Basin (15 plates) ; Charing Cross Station 
Roof. C. C. Railway (3 plates); Digswell Viaduct, Great Northern Railway; 
Robbery wood Viaduct. Great Northern Railway; iron Permanent Way? 
Clydach Viaduct, Mhrthyr. Tredegar, and Abergavenny Railway; Ebbw 
Viaduct, Mbrthyr. Trrdegar, and abergavbnny Railway; College Wood 
Viaduct, Cornwall railway; Dublin winter Palace Roof (3 plates); Bridge 
over the Thames, L. C. & d. Railway (6 plates); Albert Harbour, Greenock 

(4 PLATES). 

• 

HUMBER'5 PROGRESS OF MODERN ENQINEERINQ. 

Third Series. Imp. 410, with ^ Double Plates, Photo^aphic Portrait of 
J. R. M 'Clean, late Pres. Inst. C.E., and copious descriptive Letterpress, 
Specifications, &c. Half-morocco £3 8s. 

List op the Plates and Diagrams. 

Main drainage, metropolis.— jv;»rtf* 5Afr.— Map showing Interception of 
Sewers; Middle Level Sewbr (a plates); outfall Sewer, bridge over rpver 

Lea ^ PLATES) ; OUTFALL SSWBR, BRIDGE OVER MARSH LaNE. NORTH WOOLWICH 

Railway, and Bow and Barking Railway Junction ; Outfall Sewer, Bridge over 

Bow AND BARKING RAILWAY (3 PLATES) ; OUTFALL SEWBR, BRIDGE OVER EAST LONDON 
WATER-WORKS' FEEDER (a PLATES) ; OUTFALL SEWER RESERVOIR (• PLATES) ; OUTFALL 

Sewer. TUMBLING Bay and outlet; Outfall Sewer, penstocks. South SU».-~ 
Outfall Sewer, bermondsby branch (a plates) ; outfall Sewer, rbskrvoir and 
Outlet (4 plates) ; outfall Sewer, Filth hoist ; Sections of Sewers (North and 
South Sides). 

Thames embankment.— Section of River Wall; Steamboat Pier, West- 
minster (a plates): Landing stairs between Charing Cross and Waterloo 
Bridges ; York Gate (a plates) ; Overflow and Outlet at Savoy Street Sewer 
(3 PLATES): Steamboat Pier. Waterloo Bridge (3 plates) ; Junction ok Sewers, 
]nju«s AND Sections : Gullies, Plans and sections ; Rolling stock ; granite 
and Iron forts. 

HUMBERTS PROQRESS OF MODERN ENQINEERINQ. 

Fourth Series. Imp. 410, with 36 Double Plates, Photographic Portrait of 
John Fowler, late Pres. Inst. C.E., and copious descriptive Letterpress, Speci- 
fications, &C. Half-morocco £3 3s. 

List op the Plates and Diagrams. 

abbey Mills pumping Station. Main Drainage, Metropous (4 platbs); 
Barrow docks (5 plates) : Manquis Viaduct, Santiago and Valparaiso Railway, 

(a PLATES); ADAM'S LOCOMOTIVE, ST. HELEN'S CANAL RAILWAY (a PLATES); CANNON 
STRBBT STATION ROOF, CHARING CROSS RAILWAY (s PLATES) ; ROAD BRIDGE OVER 
THE RIVER MOKA (a PLATES) ; TELEGRAPHIC APPARATUS FOR MESOPOTAMIA ; VlADUCT 
OVER THE RIVER WYE, MIDLAND RAILWAY {$ PLATES); ST. GERMANS VIADUCT. 
CORNWALL RAILWAY (a PLATES); WROUGHT-IROM CYLINDER FOR DIVING BBLL; 
MILLWALL DOCKS (6 PLATES): MILROY*S PATENT EXCAVATOR ; METROPOLITAN DIS- 
TRICT RAILWAY (6 PLATES) ; HARBOURS, PORTS, AND BRBAXWATBRS (3 PLATES). 
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THE POPULAR WORKS OF MICHAEL REYNOLDS. 



LOCOMOTIVE ENGINE DRIVING. 

A Practical Manual for Engineers in Charge of Locomotive Engines. Bf 
Michael Reynolds, Member of the Society of Engineers, formerly Loco- 
motive Inspector, L. B. & S. C. R. Ninth Edition. Including a Kxv to 
THE Locomotive Engine. With Illustrations and Portrait of Author. 

Crown 8vo, cloth 4/6 

*' Mr. Reynolds has supplied a want, and has supplied it welL We can coniideDtljr racom- 
' the booK not only to the practical driver, but to everyone who talces an interest in the 
joance of locomotive engines." — THe Engineer. 

"Mr. Reynolds has o^tened a new chapter in the literature of the day. This adaUraMe 
practical treatise, of the practical utility of which we have to speak in terms of warm conunendatioD.'' 
--Atkentmm. 

" E\-idently the work of one who knows his subiect thorou^ly."— ^A«tf/aw•y Ser%ric* GoMeUe. 
" Were the cautions and rules given in the book to become part of the every-day woikinf 
of o«tf engine-drivers, we niiifht have fewer distressini^ accidents to deplore."— SrtfJUwMn. 

STATIONARY ENGINE DRIVING. 

A Practical Manual for Ennneen in Charge of Stationary Ensines. By 
Michael Reynolds. FifUi edition, Enlarged. With Plates and Woodcuts. 

Crown 8vo, cloth 4/6 

" The author Is thoroughly acquainted with his subjects, and his advice on the various points 
treated is clear and practicaL ... He has produced a manual which is an exceedingly oseAil 
one for the cUss for whom it is specially intended."— ^MWM^m'w^'. 

" Our author leaves no stone unturned. He is determined that his readers shall not only 
know somethini^ about the stationary engine, but all about it."—£ngipuer. 

" An enipneman who has mastered the contents of Mr. Reynolds's book will require bat 
little actual experience with boilers and engines before he can be trusted to look after them." — 
BntrUsA Mechanic. 

THE MODEL LOCOMOTIVE ENGINEER, 

Fireman, and Engine-Boy. Comprising a Historical Notice of the I^oneer 

Locomotive Engines and their Inventors. By Michael Reynolds. Second 

Edition, with Revised Appendix. With numerous Illustrations, and F^rait 

of George Stephenson. Crown 8vo, cloth. [/ia< Publislud, 4/0 

*' From the technical knowledge of the author, it wHI appeal to the raQway man of to^lay 

mora forcibly than anything written by Dr. Smiles. . . . The volume contains informatioa of a 

technical kind, and facts that every driver should be familiar iiitlL"—EnjB'Ush Mechanic. 

" We should be glad to see this iKiok in ihe possession of everyone in tiie kingdom who has 
ever laid, or is to lay, £mds on a locomotive engine."— /rm*. 

CONTINUOUS RAILWAY BRAKES. 

A Practical Treatise on the several Systems in Use in the United Kingdom : 

their Construction and Performance. With copious Illtistrations and numeroua 

Tables. By Michael Reynolds. Large crown 8vo, cloth . . . 9/0 

** A popular explanation of the different brakes. It wHl be of great assistance In fbnning 

pubUc opinion, and will be studied with benefit by those who take an interest in the bnke."— ffvftrJI 

Mechanic. 

" Written with sufficient technkal detail to enable the principal and relative connection of the 
vailuus parts of each particular brake to be readily grasped. —^irrAan^a/ Worid. 

ENGINE-DRIVING LIFE. 

Stirring Adventures and Incidents in the Lives of Locomotive Engine. 

Diivers. By Michael Reynolds. Third Edition. Crown 8vo, doth .1/6 

" From first to last perfectly fascinating. WiUde CoOins's most thriUing conceptions are 

thrown into the shade by true incidents, endless in their variety, related in every page."— AivriA 

BHHsh Mail. 

"Anyone who vrishes to get a real Insight into laflway life cannot do better than read 
' Engine-Driving Life ' for himseuT and if he once takes It up he win find that the author's enthu- 
nd real love of the engine-driving profession will carry him on until he lias read every page." 
' f Review. 

THE ENGINEMAN'S POCKET COMPANION, 

And Practical Educator for Enginemen, Boiler Attendants, and Mechanics. 

Bv Michael Reynolds. With 45 Illustrations and niwierous Diagrams. 

Third Edition, Revised. Royal x8m6, strongly bound for pocket wear . 8/6 

"This admirable work Is weU suited to ■coompUsh Its object, being the honest wofknunAip 

of a com p etent engineer."— Cr/lexfww HeraieL 

"A most meritorkNis work, givtag in a soccinct and piactfa»l Ibnn aO the Infbnnatfan aa 
eagfai»4nlnder desirous of maaterfaig the sctentifk: principles of his dally calling would reqnlra.**— 
The Miller. 

•* A boon to those who are striving to beconae efident merhanfc^ "—/>■<()> ChrmtieU, 
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MARINE ENGINEERING, SHIPBUILDING, 
NAVIGATION, &c. 



THE NAVAL ARCHITECTS AND SHIPBUILDER'S 

POCKET- BOOK of FormuUe. Rules, and Tables, and Marine Engineer's and 
Surveyor's Handy Book of Reference. Bv Clement Mackrow, M.I.N.A. 
Sixth Edition, Revised, 700 pp., with 300 Illustrations. Fcap., leather. 12/6 

S MMARY OP CONTENTS:— Signs AND SYMBOLS. DECIMAL FRACTIONS.— TRIGONO- 
METRY.— PRACTICAL GEOMBTRY.—MENSURATION.— CENTRES AND MOMENTS OP FIGURES. 

—moments of inertia and radii op gyration.- algebraical expressions for 
Simpsons rules.— Mechanical Principles,— Centre of Gravity.— Laws of Motion. 
—Displacement, Centre op Buoyancy.— Centre op Gravity op Ship's hull.— 
Stability Curves and Metacentrbs.— Sea and Shallow-water Waves.— Rolling 
OP ships.— Propulsion and Resistance op Vessels.— speed Trials.— Sailing, 
Centre op Effort.— Distances down Rivers. Coast Lines.— Steering and 
Rudders of Vessels.- Launching Calculations and Velocities.- Weight of 
Material and Gear.— gun Particulars and Weight.- standard Gauges.— 
Riveted Joints and Riveting.— strength and Tests op Materials.— Binding 
and shearing stresses. &c. — strength op Shafting, Pillars, wheels, &c. 
—Hydraulic Data. &c. — Conic Sections, Catenarian curves. — Mechanical 
Powers, Work.— Board op Trade Regulations for boilers and engines.— Board 
op trade Regulations for ships.— Lloyds Rules for Boilers.— Lloyd's weight 
OP chains.— Lloyds scantlings for Ships.— Data of engines and Vessels.— 
Ships' Fittings and tests.— Seasoning Preserving Timber.- measuremfjvt of 
Timber.— ALLOYS, Paints, Varnishes.— Data for Stowage— admiralty Trans- 
port REGULATIONS. — Rules for Horse-power. Screw Propellers, drc— Per. 
centages for Butt Straps. &c— Particulars op Yachts.— Masting and Rigging 
Vessels.- Distances op Foreign Ports.— Tonnage Tables.— Vocabulary of 
French and English terms. — English weights and Measures. — Foreign 
Weights and Measures.- decimal equivalents.- Foreign Money.— Discount 
and Wages Tables.— Useful Numbers and Ready Reckoners.— Tables of 
Circular measures.— Tables of areas op and Circumferences op Circles.— 
Tables op areas of Segments of Circles.— Tables op Squares and Cubes and 
Roots op numbers.— Tables op logarithms op Numbers.— Tables op Hyper- 
bolic Logarithms.— Tables op Natural Sines. Tangents. &c.— Tables of 
LOGARrrHMic Sines, Tangents, &c. 

** In theie days of adranced knowledge a work like thb Is of the greatest value. It contains 
a vast amount of tnionnation. We unhesit^ngly say that it is the most valuable compilation for its 
specific purpose that has ever been printed. No naval architect, engineer, surveyor, or seaman, 
wood or mm shipbuilder, can afford to be without this •wxnk,"—Nauticai Magamint, 

" Should M used by all who are engaged in the construction or design of veiieU. . . . WOl 
be found to contain the most useful tables and formulae required by shipbuilders, careftilly collected 
firom the best authorities, and put together in a popular and simple form. The book is one of 
exceptional merit."— fn^nMr. 

" The professional shipbuflder has now. In a convenient and accessible form, reliable date for 
lolving many of the numerous problems tliat present themselves in the course of his work."— /r«w. 

" There is no doubt that a pocket-book of this description must be a necessity In the ship- 
building trade. . . The volume contains a mass of useful information dearly expressed aiul 
presented in a handy form."— ^aWiM Et%gin€tr, 

WANNAN'5 MARINE ENQINEER'5 GUIDE 

To Board of Trade Examinations for Certificates of Competency. Containii^ 
all Latest Questions to Date, with Simple, Clear, and Ccnrect Solations; 
Elementary and Verbal Questions and Answers : complete Set of Drawings 
with Sutements completed. By A. C. Wamnan, C.E., and E. W. I. Wannam, 
M.I.M.E. Illustrated with numerous Engravings. Crown 8vo, 370 pases, 
cloth. [jMst PM6iisiUlBm 

WANNAN'S MARINE ENQINEER'5 POCKET-BOOK. 

Containing the Latest Board of Trade Rules and Data for Marine Engineers. 
By A. C. Wannan. Second Edition, carefully Revised. Square z8mo, with 
thumb Index, leather. [Just PubUsh*d. 6/0 

MARINE ENGINES AND 5TEAM VESSELS. 

A Treatise on. By Robert Murray, C.E. Eighth Edition, thoroughly 
Revised, with considerable Additions by the Author and by Gborgk 
Carlisle, C.E., Senior Stu^eyor to the Board of Trade. lamo, cloth . 4/6 

" Well adapted to give the young steamship engineer or marine engine and boilei maker a 

d introduction into his practical work."— AfecAaNura/ fVorU. 

" We feel sure that this thoroughly revised edition will continue to be as popular in the future 
as It has been In the past, as, for its sise, it contains more osaftil i ' 
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SEA TERM5, PHRA5E5, AND W0RD5 

(Technical Dictionary of) oaed in th« English and French Languages 
lEngltah- French^ French-English! For the Use of Seamen, Engineers, Pilots, 
Shipouilders, Shipowners, and Ship-brokers. Compiled by W. Pirkib, late of 
the African Steamship Company. Fcap. 8vo, cloth limp. . Q/O 

" This volume wVl be highly appredated by seamen, eiigineers, pUots. shipballdan and ship- 
owners. It will be found wondemilir accurate and complete. "^-^cv/lrMaM. 

" A very useful dictionary, which has long been wanted by French and English engineers, 
nasters, officers and others."— SJU/^iv fVorU. 

ELECTRIC 5HIP LIOHTINQ. 

A Handbook on the Practical Fitting and Rnnningof Shi^' Electrical Plant, 
for the Use of Shipowners and Builders, Marine ^Electricians and Sea-going 
Engineers in Charge. By J. W. Urquhart, Author of "Electric Lieht,^ 
" Dynamo Construction," &c. Crown 8vo, cloth f /6 



MARINE ENQINEER'5 POCKET-BOOK. 

Consisting of useful Tables and Formulae. By Frank Proctor, A. I.N. A. 

Third Edition. Royal 33mo, leather, gilt edges, with strap . . 4/0 

" We recommend It to our readers as going far to supply a long-felt want."— ^atne/Scimcc. 
" A Inost uaeliil companion to all marine vas^9tT&."— untied Service G^MeOt. 

ELEMENTARY ENOINEERINQ. 

A Manual for Young Marine Engineers and Apprentices. In the Form of 
Que.<;tion5 and Answ<;rs on Metals^ Alloys, Strengtn of Materials, Construction 
and Managjcment of Marine Engines and Boilers, Geometry, &c. &c. With 
an Appendix of Useful Tables. By J. S. Brewer. Crown 8vo, cloth . 1 /S 
" Contains much valuable information for the class for whom it is intended, especially in the 
chapters on the manai^ement of boilers and engines. "—A^awMca/ Magturine. 

PRACTICAL NAVIGATION. 

Consisting of The Sailor's Sea-Book, bv James Greenwood and W. H. 
Rosser ; together with the exquisite Mathematical and Nautical Tables for 
the Working of the Problems, by Henry Law, CE., and Professor J. R. 
Young. Illustrated, xamo, strongly half-bound 7'0 

MARINE ENQINEER'5 DRAWINQ-BOOK. 

Adapted to the Requirements of the Board of Trade Examinations. By John 
LocKiB, CE. With aa Plates, Drawn to Scale. Royal 8vo, cloth . 8/6 

THE ART AND SCIENCE OF 5AILMAKINQ. 

Bv Samuel B. Sadler, Practical Sailmaker, late in the employment of 
Messrs. Ratsey and Lapthome, of Cowes and Gosport. With Puues and 

other Illusuations. Small 4to, cloth 1 2/6 

" This extremely practical work ^ves a complete education in all the branches of the manu- 
facture, cutting out, ropmg, seaming, and goring. It is copiously illustrated, and wHl form a first- 
rate text-book and guide.' —/Vritrmiw/A Times. 

CHAIN CABLES AND CHAINS. 

Comprising Sizes and Curves of Links, Studs, &c., Iron for Cables and Chains, 
Chain Cable and Chain Making, Forming and Welding Links^ Strength of 
Cables and Chains, Certificates for Cables, Marking Cables, Prices of Chain 
Cables and Chains, Historical Notes, Acts of Parliament, Statutonr Tests, 
Charges for Testing, List of Manufacturers of Cables. &c, &c By 
Thomas W. Traill, F.E.R.N., M.InstCE., Engineer-Surveyor-in-Chief, 
Board of Trade, Inspector of Chain Cable and Anchor Proving Establishments, 
and General Supenntendent Lloyd's Committee on Proving Establishments. 
With numerous Tables, Illustrations, and Lithographic Drawings. Folio, 

cloth, bevelled boards £2 2s. 

" It contains a vast amount of Taluatile infbqnation. Nothing seems to be wantfaig to make it 
a complete and standard work of reference on the subject"— A'^mMm/ Meigumiite. 
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COLLIERY WORKING AND MANAGEMENT. 

Comprising the Duties of a Colliery Manager, the Oversight and Arrange- 

ment of Labour and Wages, and the different Systems of Working Coal 

Seams. By H. F. Bulman and R. A. S. Redmaynb. 3«> pp., with 

a6 Plates and other Illustrations, including Underground Fhotographs. 

Medium Svo, cloth. [Just PiMuhed. 16/0 

" This is, indeed, an admirable Handbook for Collierr Managers. In fact it is an indispensable 

adUunct to a Colliery Manager's education, as well as bcSng a most useful and intemtin]; woric 

on the subject for all who In any way have to do with coal mining. The underground photographs 

are an attractive feature of the work, being very lifielike and necessarily true repraschtatioos of the 

scenes they depict." — Colliery Guardian. 

" Mr. Bulman and Mr. Redmayne, who are both experienced Colliery Managers of great 
literary ability, are to be congratulated on having supplied an authoritative work dealing with a side 
of the subject of coal minmg which has hitherto received but scant treatment. The authors 
ehiddate their text by xxo woodcuts and 38 plates, most of the latter being admirable reproductions 
of photographs taken underground with the aid of the magnesium flash-light. These illustrations 
aie ezceSent."— Aiii/Mr<. 

INFLAMMABLE GAS AND VAPOUR IN THE AIR 

(The Detection and Measurement of). By Frank Clowbs, D.Sc, Lond., 
F.I.C., Prof, of Chemistry in the University College, Nottingham. With a 
Chapter on Thb Dbtbction and Mbasurbmbnt op Pbtrolbum Vapour 
by Bovbrton Rbdwood, F.R.S.E., Consulting Adviser to the Corporation 
of London imder the Petroleum Acts. Crown Svo, cloth. 

[Just Publishtd, Nit. 6/0 
" Profasior Clowes has given us a volume on a subject of much industrial importance . *. 
Those Interested in these roatteis may be reconunended to study this book, whkh b easy of compre 
henslon and contains many good things. "--7*A< EHfituer. 

" A convenient summary of the work on which Professor Qowes has been engaged for some 
consklerable time. ... It is hardly necessary to say that any work on these subjectt whh these 
names on the title-pa^ must be a valuable one, and one that no mining engineer— certainly no coal 
miner— can afford to ignore or to leave ^xax9ad^'—MiHintr ytumaU 

MACHINERY FOR METALLIFEROUS MINES. 

A Practical Treatise for Mining Ennneers, Metallurgists, and Managers of 

Mines. Bv E. Hbnrv Davibs, M.E., F.G.S. Crown 8vo. ^80 pp., with 

upwards of 300 Illustrations, doth. [Just Puhhshed. 1 2/6 

" Mr. Davies, in this handsome volume, has done the advanced student and the manager of 

mines good service. Almost every kind of machinery in actual use is carefully described, and the 

woodcuts and plates are good." — jltfuyutuitu 

" From cover to cover the work exhibits all the same characteristics whlcb excite the confi- 
dence and attract the attention of the student as he peruses the first page. The work may safely 
be recommended. By its publication the literature connected with the industry will be enriched 
and the reputation of Its author tmbaxiC^A."— Mining ycumal, 

METALLIFEROUS MINERALS AND MINING. 

By D. C. Davibs. F.G.S. , Mining Engineer, &c., Author of "A Treatise on 
Slate and Slate Quarrying." Ftfth Edition, thoroushly Revised and much 
Enlarged by his Son, £. Hbnrv Davibs, M.E., F.G.S. With about 150 

Illustrations. Crown Svo, cloth 1 2/6 

" Neither the practical miner nor the general reader, interested in mines, can have a bette 
book for his companion and his ^idt."— Alining y<mmal. 

" We are doing our readers a service in calling their attention to this valuable woric."— 
Mining h^orld. 

" As a history of the present state of mining throughout the worid this book has a real valne 
and it sttppUes an actual want."— ^iA/H<rwiw. 

EARTHY AND OTHER MINERALS AND MINING. 

By D. C Davibs, F.G.S., Author of " Metalliferous Minerals," &c Third 
Edition, Revised and Enlarged by his Son, E. Hbnrt Davibs, M.E., F.G.S. 

With about xoo Illustrations. Crown Svo, cloth 1 2/6 

" We do not lemamber to have met with any English work on nrfnlag nwttets that contains 
the seme amount of inlbnnatlon packed in equally convenient foaa."—^autenv- 

" We should be inclined to rank it as among the vanr best of the handy technical and trades 
manuals which have recently apiM!And."—£riHsMQuarUrfy Review. 
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BRITISH MINING. 

A Treatise on the History, Discovery, Practical Development, and Fatnxe 

Prospects of Metalliferous Mines in the United Kingdom. By Robbkt 

Hunt, F.R.S., late Keeper of Mining Records. Upwards of 050 pix, with 

330 Illustrations. Second Edition, Revised. Super>royal 8vo, cloth £2 2s« 

" The book is a treasure-house of statistical infonnation on mininjr subjects, and we know of 

no other work embodying so great a mass of matter of this kind, were this the only merit of 

Mr. Hunt's volume it would be sufficient to render it indispensable in the libranr of every one 

interested in the devek>pment of the mining and metalluiglcal industries of this country."— 

" A mass of infonnatloa not elsewhere available, and of the greatest value to those who may 
be interested in our great mineral industries. "~ifNjr«M<rr. 

MINE DRAINAGE. 

A Complete and Practical Treatise on Direct-Acting Underground Steam 
Pumping Machinery, with a Description of a large number of the best known 
Engines, their General Utility ana the Special Sphere of their Action, the 
Mode of their Application, and their merits compared with other forms of 
Pumping Machinery. By Stbphbn Michbll. 8vo, cloth . . 10/0 
'* Win be hit^hly esteemed by colliery owners and lessees, mining engmecrs, and students 

f:enerany who reguire to be acquainted with the best means of securing the drainage of mines. 
t is a most valuable work, and stands almost alone in the literature of steam pumping machinery.' 
CoUitfy Guardian. 

" Much valuable information is K^ven, so that the book is thoroughly worthy of an extensive 
circulation amongst practical men and purchasers of machinery."— .VtnifV' y^i*rnat. 

THE PROSPECTOR'S HANDBOOK. 

A Guide for the Prospector and Traveller in search of Metal- Bearing or other 
Valuable Minerals. By T. W. Anderson, M.A. (Camb.), F.R.G.S.^ Author 
of " Fiji and New Caledonia." Seventh Edition, thoroughly Revised amd 
much Enlarged. Small crown 8vo, cloth, 8/6 i or* leather, pocket-book form, 
with tuck. [Just Publishsd, • 4/6 

" Will supply a much-felt want, especially among Colonists, in whose way are so often thrown 
many mineraloifical spectincns the value of which it is difficult to determine." — Eng^ineer. 

" How to find coninierclal nUnerals, and how to identify them when they are found, are the 
ending points to which attention te directed. The author has managed to pack as much practfcal 
detail into his pages as would supply material for a book three times Its tiwt. —MiniMg^ youmml. 

NOTES AND PORMUMB POR MINING STUDENTS. 

By ToHN Herman Mbrivalk, M.A., Late Professor of Mining in the Durham 
College of Science, Newcastle-upon-Tyne. Fourth Edition, Revised and 
Enlarged. By H. F. Bulman, A.M.Inst.C.E. Small crown 8vo, cloth. 

[Just Publishtd. 2/6 

" The author has done his work in a creditable manner, and has produced a book that will 
be of service to students and those who are practically engaged in mining operations." " 



THE MINER'S HANDBOOK. 

A Handy Book of Reference on the subjects of Mineral Deposits, Mining 
Operations, Ore Dressing, &c. For the Use of Students and otners interested 
in Mining Matters. By John Milnk, F.R.S., Professor of Mining in the 
Imperial University of Japan. Revised Eklition. Fcap. 8vo, leather . T/6 
" Professor Milne's handbook is sure to be received with favour by all connected with 
mining, and will be extremely popular among students."— ^/lA^iMMfn. 

POCKET-BOOK FOR MINERS AND METALLURGISTS. 

Comprising Rules, FormuUe, Tables, and Notes for Use in Field and Office 
Work. By F. Danvers Power, F.G.S., M.E. Fcap. 8vo, leather . 9/0 
" This excellent book is an admirable example of its kind, and ought to find a Urge sale 
amongst EngUsh>speaking prospectors and mining engineers."— £'M!.£WM»rvv< 

MINERAL SURVEYOR AND VALUER'S GUIDE. 

Comprising a Treatise on Improved Mining Stirveyix4[ and the Valuation o. 
Mining Properties, with New Traverse Tables. By Wm. Lintskm. Foortb 
Edition, Enlarged, ismo, cloth WS 
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THE COLLIERY MANAOER'5 HANDBOOK. 

A Comprehensivie Treatise on the Laying-out and Working of Collieries i 
Desijgned asa Book of Reference for Colliery Managers, and for the Use of Coal 
Mining Students preparing for First-class Certificates. Bv Caleb Pamblt, 
Mining Engineer and Surveyor ; Member of the North of England Institute of 
Mining and Mechanical Engineers ; and Member of the South Wales Institute 
of Mining Engineers. With 700 Plans, Diagrams, and other Illustrations. 
Fourth Edition, Revised and Enlarged, medium 8vo, over 900 pp. 
Strongly bound £1 Qs. 

SUMMARY OP CONTENTS:— GBOLOGY.—SBARCH FOR COAL.— MINERAL L.BASBS 

and other holdings.— >shaft sinking.— fitting up the shaft and surface 
arrangements.— steam boilers and their fittings.— timbering and walling.^ 
Narrow Work and Methods op working. — Underground Convevancb. — 
Drainage.- The Gases met with in Mines ; Ventilation.— On the Friction of 
AIR IN Mines.— Thb Pribstman Oil Engine; petroleum and Natural Gas 

SURVEYING AND PLANNING.— SAFETY LAMPS AND FIREDAMP DETECTORS.- SUNDRY 
AND INCIDENTAL OPERATIONS AND APPLIANCES.— COLLIERY EXPLOSIONS.— MiSCBL* 
LANEOUS QUESTIONS AND ANSWRKS,—A/^€tuUx : SUMMARY OF REPORT OF H.M. 
COMMISSIONERS ON ACCIDENTS IN MINES. 

" Mr. Pameljr has not only given us a comprehensiTe reference book ofa veiy high order, 
suitable to the requirements of mininir en^eers and coUieiy managers, but has also provided 
mining students with a class-book that is as mteresdnir as it is instructive."— C«/Mrry Managtr. 

" Mr. Pamely's work is eminently suited to the purpose for wliich it is intended, beinc clear, 
InterestiDir. exhaustive, rich in detail, and up to date, giving descriptions of the latest machines In 
every department A nuning enj^ineer could scarcely go wrong who followed this work."— CMM«>y 
Guardian. 

"This Is the most comfdete 'all-round' work on coal-mining published in the English 
language. ... No library of coal-mining books is complete without }X."—C9lli€ry MngSutr 
(Scrantoa. Pa.. U.S.A.). 

COAL & IRON INDUSTRIES of the UNITED KINGDOM. 

Comprising a Description of the Coal Fields, and of the Principal Seams of 
Coal^ with Returns of their Produce and its Distribution, and Analyses of 
Special Varieties. Also, an Account of the Occurrence of Iron Ores in Veins or 
Seams ; Analyses of each Variety ; and a History of the Rise and Progress of 
Pig Iron Manufacture. By Richard Mbadb. 8vo, cloth . . £1 8s. 
"Of this book we may unreservedly say that It is the best of Its class which we have ever 

met ... A book of reference which no one engaged in the iron or coal trades should omit from 

his library."— /rvn and Coai Tradts Rtviem, 

COAL AND COAL MINING. 

Bv the late Sir Warington W. Smvth. M.A., F.R.S., &c., Chief Inspector 
or the Mines of the Crown. Seventh edition, Revised and Enlarged. With 

numerous Illtistrations, lamo, cloth 8/6 

" As an outline is given of everv known coal-field in this and other countries, as vrell as of the 

principal methods of working, the Book wHl doubtless interest a very large number of readers. "— 

Mining yottmal, 

ASBESTOS AND ASBESTIC. 

Thdr Properties, Occurrence, and Use. By Robbrt H. Jonbs, F.S.A., 
Mineralc^st, Hon. Mem. Asbestos Club, Black Lake, Canada. With Ten 
Collotype Plates and other Illustrations. Demy 8vo, cloth. [Just Published. 16/0 
** An interesting and invaluable work."— CoMery GuartUan, 

SUBTERRANEOUS SURVEYING 

g elementary and Practical Treatise on)| with and without the Magnetic Needle, 
y Thomas Fenwick, Surveyor of Mines, and Thomas Bakbr, C.E. IUus* 
rrated. zamo, cloth 2/6 

GRANITES AND OUR GRANITE INDUSTRIES. 

By Gborgb F. Harris. F.G.S., Membre de la Soci^t^ Beige de G^ologie, 
Lecturer 00 Economic Geology at the Birkbeck Institution, &c With IIlus* 

tntions. Crown 8vo, cloth 2/6 

" A cleeify and weD*wrltten nanual for persons engaged or intecested in the granite industry.' 
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THE METALLURGY OP GOLD. 

A Practical Treatise oa the Metallurgical Treatment of GoM-bearing Ores. 
Inchading the Processes of CoDcentxadon, Chlorinationf and Extractioo by 
Cyanide, and the Assaving, Melting, and Refining of Gold. By M. Eisslbr, 
Mining Engineer and MeullurgicaT Chemist, formerly Assistant Anayer of the 
U.S. Mint, San Francisco. Fourth Edition. Enlarged. With about 250 Illus- 
trations and numerous Folding Plates and Working Drawings. Large crown 
8vo, cloth. [Just Publisktd. 16/0 

"This book thoiDughly deaenret its title of a * Practical Treatise. ' The whole procen of fold 
mining, from the breaking or the quartz to the assay of the bullion, is described in clear and oiaeily 
narrative and with much, but not too much, fulness of detkiV'-'SatHrday Rnriew. 

" The work is a storehouse of information and valuable data, and we strongly 
to all proCasslonal men engaged in the fold-mining industry."-^A/ite<>v^ S^aurnm^ 

THE CYANIDE PR0CE55 OP GOLD EXTRACTION. 

Including its Practical Application on the Witwatersrand Gold Fields in Sooth 
Africa. By M. Eissler, M.E., Author of "The Metallurgy of Gold," &c 
With Diagrams and Working Drawings. Second Edition, Revised and En- 
larged. 8vo, cloth. [Just Publishsd. 7/6 

This book is Just what was needed to acauaint mining men with the actual working of a 
. . . . _. jj^^ troa ptopular, but u, asa |" ' ~ '^ "" '"* '—'*-- 

Ings. "— A/t'Mtn^ ycuKH, 
... . e mvahiable to aU inten 



proces which is not onl^ the n-ost popular, but b, as a general rule, the most successful for tlie 
estrmction of gold from tailings."— A/tMtn^ youmai. 

" The work will psoTe mvahiable to all interested in gold ndnlng, vrtiether metalluigists or as 



THE METALLURGY OF SILVER. 

A Practical Treatise on the Amalgamation, Roastinc^, and Lixiviation of Silver 
Ores. Including the Assaying, Melting, and Refining of Silver Bullion. By 
M. EISSLER. Author of ^'The Metallurgy of Gold," &c Third Edition. 
Crown 8vo, cloth 10/6 

" A practical treatise, and a technical work which we are convinced will supply a long-felt 
want amongst practical men, and at the same time be of value to students and ooiers indlractlir 
connected with the industries."— Jfi'n^*^ y»umal. 

" From first to last the book is thoroughly sound and reliable.'*— C«0Cr»7 GtiartUam. 

" For chemists, practical miners, assayers. and investors alike we do not know of any wetk 
on the subject so handy and yet so comprehensive.'*— ^r/uyvw Ntvmld, 

THE METALLURGY OF ARGENTIFEROUS LEAD. 

A Practical Treatise on the Smelting of Silver-Lead Ores and the Refining of 
Lead Bullion. Including Reports on various Smelting Establishments and 
Descriptions of Modem Smelting Furnaces and Plants in Europe and America. 
By M. EissLXR, M.E., Author of " The Metallurgy of Gold," Ac Crown 8vo, 
400 pp., with 163 Illustrations, cloth 1 2/8 

" The numerous metaUuiglcal processes, which are fully and eztenaiTdy treated oil embrace 
bD the stages experienced in the passage of the lead from the various natural states to its issue from 
the refinery as an article of commerce. —A'mc/ira/ Envineer. 

'* The present volume fuDy mainUins the reputation of the author. Those who wish to obtam 
a thorough insii^bt into the present state of this industry cannot do better than read this volume, and 
all mbiinc engineers cannot fall to find many useful hints and suggestions in i!t."—AidttsfrUs. 

METALLURGY OF IRON. 

By H. Baubrman, F.G.S., A.R.S.M. Sixth Edition, Revised and Enlaned. 
lamo, cloth O/O 



THE IRON ORES of GREAT BRITAIN and IRELAND. 

Their Mode of Occiurence, Age and Origin, and the Methods of Searching fbr 
and Working Them. With a Notice of some of the Iron Ores of Spain. Bv 
J. D. Kbndall, F.G.S., Mining Engineer. Crown 8vo, cloth . . 16/0 



" The author has a thocoogh practical knowladge of his subject, and has supptanented a 
careftU study of the available literature by unpublished information derived from his own observa- 
tions The result is a very usefU vohime, which cannot faU to be of value to all iatanstad in tiw 
iron iadustiy of the country.' •^Industrits. 
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SUBMARINE TELEGRAPHS. 

Their History, Construction, and Working. Founded in part on WOnschkN' 
dorff's " Trait6 de Td^aphie Sous-Marine '' and Commled from Authorita- 
tive and Exclusive Sources. By Charlk Bright, F.R.S.E. Super-royal 
8vo, about 780 pp., fully Illustrated, including Maps and Folding Plates. 

[/m/ fitblisktd, Wet. £3 3s. 

" There are few. If any, persons more fitted to write a treatise on submailne telegraphy than 

Mr. Charles Bright. The author has done his work admirably, and has written in a way which will 

appeal as much to the layman as to the enpneer. This adnurable volume must, for many years to 

come, hold the position of the English classic on submarine telegraphy."— fn^'Tw/r. 

" This book is full of information.' It makes a book of reference which should be in every 
engineer's library."— A'ia/Hrv. 

" Mr. Bright's interestixigly written and admirably illustrated book will meet with a welcome 
reception from cable men."— £V«cfrwsa». 

" The author deals with his subject iiom all points of view— political and stratei^cal as well as 
scientific. The work will be of interest* not only to men of science, but to the general puUic. We 
can strongly recommend ''O.^'^Atkenttuin. 

"The work contains a great store of technical information concerning the making and work- 
ing of submarine telegraphs. In bringing together the most valuable results rebuing to the evolu- 
tion of the telegraph, the author has rendared a service that will be very widely appreciated."— 
Morning Post, 

THE ELECTRICAL ENQINEER'5 POCKET-BOOK. 

Consisting of Modem Rules. Formule, Tables, and Data. By H. R. Kbmpb, 
M.Inst.E.E., A.M.Inst.C.£.. Technical Officer Postal Telegraphs, Author of 
"A Handbook of Electrical Testing," "The Engineer's Year-Book," &c. 
Second Edition, thorou^Iy Revised, with Additions. With ntunerous Illus- 
trations. Royal 39mo, oblong, leather Q/O 

" It b the best book of its kind."— ^/rr/rtoi/ Engineer. 

" The Electrical Engineer's Pocket-Book is a good oiaiB,'''-BUeiriHan. 

" Strongly recommended to those engaged in the electrleal \aA}aaii\9i^"—'BUctricalRevUw. 

ELECTRIC LIGHT FITTINQ. 

A Handbook for Working Electrical Engineers, embodpng Practical Notes on 
Installation Management. By J. W. Urquhart, Electrician, Author of 
"Electric Light, '^ &c. With numerous Illustrations. Third Edition, 
Revised, with Additions. Crown 8vo, cloth. [Just Published. 6/0 

" This volume deals with what may be termed the mechanics of electric lighting, and is 

addressed to men who are already engaged in the work, or are training for it. The work traverses 

a great deal of ground, and may be rwd as a aequd to the same author's useful work on * Electric 

L^ht."'—EUcfrician. 

" Eminently practical and useful . . . Ought to be in the hands of every one In charge of an 

electric light jAaaL^-Blectrlcui Engineer. 

ELECTRIC LIGHT. 

Its Production and Use, Embodying; Plain Directions for the Treatment of 
Dynamo-Electric Machines, Batteries, Accumulators, and Electric Lamps. 
Bv J. W. Urquhart, C.E. Sixth Edition, Revised, with Additions and 145 
Illustrations. Crown 8vo, cloth. [Just Published. 7/6 

" The whole ground of electric lighting Is more or less covered and explained in a very clear 
and concise manner."— filrc^W^/ Rrvirw. 

" A vade-nueum of the salient facts connected with the science of electric lighting."— 
BUetrieian. 

"You cannot for your purpose have a better book than * Electric light' by Urquhart."— 
Eng^teer. 

DYNAMO CONSTRUCTION. 

A Practical Handbook for the Use of Engineer-Constructors and Electricians* 
in-Charge. Embracing Framework Building, Field Magnet and Armatiure 
Winding and Grouping, Compounding, &c. With Examples of leading 
English, American, and Contmental Dynamos and Motors. By J. W. 
Urquhart, Author of "Electric Light," && Second Edition, Enlarged. 

With XX4 Illustrations. Crown 8vo, cloth 7/6 

" Mr. Urquhait's book is the first one which deals with these matters in such a way that the 
engineering student can understand them. The book Is very readable, and the author leads Us 
traders up to difficult subjects by reasonably simple WtciT—Engintering Review. 
" A I>ook for which a demand has long existed. "'—Mecktmital World. 
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THE MANAGEMENT OP DYNAM05. 

A Handy Book of Theonr and Practice for the Use of Mechanid, Engineen, 
Students, and others in Charge of Dynamos. By G. W. Lummis Patsrson. 

With nnmeroos lUnatrationt. Crown 8vo, cloth 8/6 

" An ewmpio which de>en>«i to be taken m « modal by other aothota. Th« nibject Is treated 
la a auuiner whkh any IntaDigent man who b fit to be oitntsted with chais* of an engine ibould 
be able to understand. It is a useAil book to all who nake, tend, or employ electric machinery.* 

THE STANDARD ELECTRICAL DICTIONARY. 

A Popular Encydopedia of Words and Terms Used in the Practice of Electrical 
Engineering. By T. O'Conok Sloans, A.M., Ph.D. Second Edition, 
with Appeiidiz to date. Crown 8vo, 680 pp., 390 Illustrations, cloth. 

[Just Fubliilud, 7/6 
" The work has many attractive featurei in It, and is, bevond doubt, a weD put together and 
useftil publication. The amount of ground coreicd may be gatneiedfkom the bet that in the index 
about 5,600 rateences will be found. —£/«eM<»/ RevUw. 

ELECTRIC 5HIP-LIQHTINQ. 

A Handbook on the Practical Fittinc^ and Running of Ships' Electrical Plant. 
For the Use of Shipowners and Builders, Marine Electricians, and Seagoing 
Engineers-in-Charge. By J. W. Urquhakt, C.E. With 88 Illustrations, 

Crown 8vo, cloth 7/6 

"The subject of ship electric lighting is one of vast bnportance. and Mr. Urquhart Is to be 
- highly compUoMated for placing luch a valuable work at the service 01 marine electricians. "—7%« 



ELECTRIC LIGHT FOR COUNTRY H0U5E5. 

A Practical Handbook on the Erection and Running of Small Installations, 

with Particulars of the Cost of Plant and Working. By J. H. Knight. 

Second Edition, Revised. Crown 8vo, wrapper. \Jua Publishsd. I/O 

"The book contains excellent advice and many practical hints for the h^p of those who wish 

to light their own bovamt.''—BHiidd»i£ Ntwt. 

ELEMENTARY PRINCIPLES OF ELECTRIC LIQHTINQ. 

By Alan A. Campbell Swinton, Associate I.E.E. Third Edition, Enlarged 
and Revised. With z6 Illustrations. Crown 8vo, cloth .... 1/6 
" Any one who desires a short and thoroughly clear exposition of the elementary principles of 
electric lighting cannot do better than read this uttle work, "x^nu^bnf OU€rvtr. 

DYNAMIC ELECTRICITY AND MAGNETISM. 

Bv Philip Atkinson, A.M., Ph.D., Author of "Elements of Static 
Electricity," &c Crown 8vo, 417 pp., with xso Illustrations, cloth . 10/6 



THE ELECTRIC TRANSFORMATION OP POWER. 

With its Application by the Electric Motor, including Electric Railway 
Construction. By P. Atkinson, A.M., Ph.D. With 96 Illustrations. 
Crown 8vo, cloth 7/6 

HOW TO MAKE A DYNAMO. 

A Practical Treatise for Amateurs. Containing numerous Illustrations and 
Detailed Instructions for Constructing a Smadl Dynamo to Produce the 
Electric Light. By Alpkxd Ckopts. Fifth Edition, Revised and Enlarged. 
Crown 8vo, doth. [Just PtMisfud. 2/0 

** The instructions given hi this nDpratcntious little book are suficienthr clear and esplidt to 

enable any amateur mechanic pofseased of average skill and the osual toon to be found in an 

amateuf's workshop to buOd a practical dynamo m a chfa> » "•^MitttrleimH, 

THE STUDENT'S TEXT-BOOK OP ELECTRICITY. 

By H. M. NoAD, F.R.S. Cheape Edition. 650 pp., with 470 Illustrations. 
Crowa 8vo, cloth Q/O 



ARCHITECTURE, BUILDING, S^. 25 



ARCHITECTURE, BUILDING, &c. 



PRACTICAL BUILDING C0N5TRUCTIQN. 

A Handbook for Students Prcparii^ for Examinations, and a Book of 
Reference for Persons Eng^affed in Boildin^. By John Parnbll Allen, 
Surveyor, Lecturer on Building Construction at the Durham College of 
Science, Newcastle-on-T3rne. Second Edition. Revised and Enlarged. 
Medium 8vo, 450 pp., with 1,000 Illustrations, clotn. [Jitst PublisJud. 7/0 
" The most complete exposttioa of buildtnf; construction we hare seen. It contains all that is 

ne c as sa iy to prepare students for the rarious examinations in buildfnjf coostructimL'*— ^M^i^^y 

Ntws. 

The author depends nearly as much on his diaipams as on his tjrpe. The perns sunpes 
' ' ' lence In building operations— and the volume must be ablessing to 



the hand of a man of ezperienc< _ . 

many teachers as well as to students."— 71t« Architect, 



" The work is sure to proTe a formidable rival to great and small competitors alike, and 
bids fiiir to take a pennanent place as a favourite student's text-book, The laiipe number of illus- 
tiations deserve particular mention for the great merit they possess for purposes of reference in 
exactly corresponding to convenient scales. "—ycmrfM/^^Mf RetyallnsUtMi ^ British ArckUtcts, 

PRACTICAL MA50NRY. 

A Guide to the Art of Stone Cutting. Comprising the Construction, Setting 
Out, and Working of Stairs, Circular Work, Arches, Niches, Domes, Penden- 
tives, Vaults, Tracery Windows, &c., &c For the Use of students. Masons, 
and other Workmen. By William R. Purchase, Building Inspector to the 
Borough of Hove. Second Edition, with Glossary of Terms. Koyal8vojZ4app., 
with 5a Lithographic Plates, comprising nearly 400 separate Diagrams, 

cloth 7/6 

"Mr. Purchase's ' Practical Masoniv ' wiU undoubtedly be found useftil to all interested in 
this important subject, whether theoreticaBy or practically. Most of the examples given are from 
actual work carried out, the diagrams being carefully drawn. The book is a practical treatise on 
the subject, the author himself having commenced as an operative mason, and afterwards acted as 
foreman mason on many large anaimportant buildings prior to the attainment of his present 
position. It should be round of general utility to architectural students and others, as well as to 
those to whom it is specially addressed."— 5r<mf7ia/ ^tke Royal InstihUe ^British ArtJUtuts. 

CONCRETE: ITS NATURE AND U5E5. 

A Book for Architects, Builders, Contract(»rs, and Clerks of Works. By 
Gborgb L. SuTCLiFFB, A.R.I.B.A. 350 pp., with numerous Illustrations. 

Crown 8vo, cloth 7/6 

" The author treats a dlfBcuIt subject in a lucid manner. The manual fills a long-felt gap. 
It is careful and exhaustive ; equally useful as a student's guide and an architect^ book of 
reteence."— 70MrfM/ a/^tht R^yal InstituU of British Arcktttcts. 

" There is room for this new book, which will probably be for some time the standard work 
on the subject for a builder's purpose."— <rAu;f0w IflenM. 

THE MECHANICS OF ARCHITECTURE. 

A Treatise on Applied Mechanics, especially Adapted to the Use of Architects. 

By E. W. Tarn, M.A.. Author of '^ The Science of Building," &c. Second 

Edition, Enlarged. Illustrated with 125 Diagrams. Crown 8vo, cloth 7/6 

** The book is a very useful and helpful manual of architectural mechanics, and really contains 

sufficient to enable a careful and painstaking student to grasp the principles bearing upon the 

msOority of building problems. ... Mr. Tarn has added, l^ this volume, to the debt of 

gratitude which is owing to him by architectural students for the many valuable worics which he has 

produced for their use.' — TA^ BuUdtr. 

LOCKWOOD'S BUILDER'S PRICE BOOK for 1899. 

A Comprehensive Handbook of the Latest Prices and Data for Builders. 
Architects, Engineers, and Contractors. Re-constructed, Re-written, and 
Greatly Enlarged. By Francis T. W. Millbr. 800 closely-printed pages, 

crown 8vo, cloth 4/0 

" This book is a very useful one, and should find a place in every English office connected 
with the buildin? and engineering professions."— /m^AmM^x. 
" An excellent book of reference."— yfrcA^ct. 

" In its new and revised form this Price Book is what a work of this kind should be— compre- 
hensive, rdiaUe, well arranged, legible, and weD bound. "-^riJVrA Archittct. 

THE DECORATIVE PART OF CIVIL ARCHITECTURE. 

By Sir William Chambers, F.R.S. With Portrait, Illustrations, Notes, and 
an Examination op Grecian Architbcturb, by Joseph Gwilt, F.S.A. 
Revised and Edited by W. H. Leeds. 66 Plates, 4to, ck)th . 21/0 
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A HANDY BOOK OF VILLA ARCHITECTURE. 

Bein^ a Series of Designs for Villa Residences in various Styles. With 
Outline Specifications and Estimates. By C WiocBS, Architect, Author of 
*' The Spires and Towers of England," &c 6x Plates, 4to, half-morocco, gilt 
edges £1 lis. 6o. 

" The whole of the designs bear evidence of their being the work of an artistic architect, aad 
they will prove very valuable and suggestive. ">-AMs&/t«v JVewt. 

THE ARCHITECT'S GUIDE. 

Being a Text -book of Useful Information for Architects, Engineers, Surveyors, 
Contractors, Clerks of Works, &c., &c. By Frjbdbrick Rogers, Architect. 

Third Edition. Crown Svo, cloth 8/6 

" As a text-book of useful information for architects, engtneers, surveyors, 8k., It would be 
hard to find a handier or more complete UttJ« roluBM.''—StaHdard. 

ARCHITECTURAL PERSPECTIVE. 

The whole Course and Operations of the Draughtsman in Drawing a Large 

House in Linear Perspective. Illustrated by 43 Folding Plates. By F. O. 

Fbrcuson. Second Edition, Enlarged. Svo, boards .... 8/6 

" It is the most intelligible of the treatises on this ill'treated subject that I have met with."— 

E. INCRBSS BELL, ESQ.. in the R.I.B.A. Journal. 

PRACTICAL RULES ON DRAWING. 

For the Operative Builder and Young Student in Architecture. By Gborcb 
PvNB. 74 Plates, 4to, boards 7/6 

MEASURING AND VALUING ARTIFICER'S WORK 

(The Student's Guide to the Practice oQ. Containing Directions for taking 
Dimensions, Abstracting the same, and bringing the Quantities into Bill, with 
Tables of Constants for valuation of Labour, and for the Calculation of Areas 
and Solidities. Originally edited by K Dobson, Architect. With Additions 
by E. W. Tarn, M.A. Sixth Edition. With 8 Plates and 63 Woodcuts. 

Crown Svo, cloth 7/6 

"This edition will be found the most complete treatise on the prindplei of measuring and 
valufaig artificer's work that has yet been ^\AXala»A."~BuildiHg Nno*. 

TECHNICAL GUIDE, MEASURER, AND ESTIMATOR. 

For Builders and Surveyors. Containing Technical Directions for Measuring 



Work in all the Building Trades, Complete Specifications for Houses, Roads, 
and Drains, and an Easy Method of Estimating the puts of a Building 
collectively. By A. C. Beaton. Eighth Edition. Waistcoat-pocket size, 



gilt edges 1/6 

"No builder, architect, surveyor, or valuer should be without his 'Beaton.'"— ^M^tfiiv 
Nrms. 

CONSTRUCTIONAL IRON AND STEEL WORK. 

As Applied to Public, Private, and Domestic Buildings. A Practical Treatise 
for Architects, Studente, and Builders. By F. Campin. Crown Svo, doth. 

[Just PubUshtd. 8/6 

" Any one who wants a book on ironwork, as employed in buildings for stamchions, colunms, 
and beams. wUl find the present volume to be suitable. The author has had long and varied 
exi^erience in designing this class of work. The illustrations have the character of working 
drawings. This practical book may be counted a most valuable wotk."— British Architect. 

SPECIFICATIONS FOR PRACTICAL ARCHITECTURE. 

A Guide to the Architect, Engineer, Surveyor, and Builder. With an Essay 
on the Structure and Science of Modem cuildin^ Upon the Basis of the 
Work by Ajlprbd Bartholomew, thoroughly Revised, Corrected, and greatly 
added to by Frkdbrick Rogbrs, Architect. Third Edition, Revised. Svo, 

cloth 16/0 

" The work b too well known to need any recommendation from us. It is one of the books 
with which every young architect must be eqvdpp^d."— Architect. 

THE HOUSE-OWNER'S ESTIMATOR. 

Or, What will it Cost to Build. Alter, or Repair? A Price Book for Un- 
professional People as well as the Arcnitectural Stirveyor and Builder. By 
J. D. Simon. Edited by F. T. W. Millbr, A.R.I.B.A. Fourth Edition. 

Crown Svo, cloth . 3/6 

"In two yean it will repay its cost a hundred times ovw."'-'Field. 
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THE PURIFICATION OF 5EWAOE. 

Being a Brief Account of the Scientific Principles of Sewage Purification, and 
their Practical Application. By Sidney Barwisb, M.D. (Lond.)> M.R.C.S., 
D.P.H. (Camb.), Fellow of the Sanitary Institute. Medical Officer of Health 
to the Derbyshire County Council. Crown 8vo, cloth, [/ust puilisked. 5/0 



" ' What process shall we adopt to purify our sewage t' This question has rarely been treated 
irom so many points of view in one oook. This volume teems with practical hints, which show the 
intimate knowledge the author has of his subject.' — The Engineer . 



"^e Icnow of no book of the same size which gives so complete and accurate an account of 
the principles of sewage purification."— TA^ Builder. 

WATER AND IT5 PURIFICATION. 

A Handbook for the Use of Local Authorities, Sanitary Officers, and others 

interested in Water Supply. By S. Rideal, D.Sc. Lond., F.l.C. With 

numerous Illustrations and Tables. Crown 8vo, cloth. [Just Publishtd. 7/6 

" Dr. Rldeal's book Is both interesting and accurate, and contains a most useftd Hsuini of 

the latest knowledge upon the subject of which it treats. It ought to be of great service to all who 

are connected with the supply of water for domestic or manufacturing purposes."— 7^ Engineer. 

" Dealing as clearly as it does with the various ramifications of such an important subject as 
water and its purification it may be warmly recommended. Local authorities and all engaged in 
sanitary afiairs, and others interested in water supply, will read its pages with profit."— LaiMV/. 

RURAL WATER SUPPLY. 

A Practical Handbook on the Supply of Water and Construction of Water- 
works for Small Country Dbtricts. By Allan Grbbnwbll, A.M.I.C.E^ 
andW. T. Curry, A.M.I.C.E. Revised Edition. Crown 8vo, cloth 5/0 
" We conscientiously recommend it as a very useful book for those concerned in obtaining 
water for small districts, giving a great deal of practical information in a small compass."— ^MtiUlrr. 

THE WATER SUPPLY OF CITIE5 AND T0WN5- 

By William Humbbr, A.M. Inst. C.E., and M.Inst. M.E. Imp. 410, half- 
bound morocco. (See page zo.) JV// ^6 6S. 

THE WATER 5UPPLY OF TOWNS AND THE CON- 
STRUCTION OF WATBR-WORICS. 

By Professor W. K. Burton, A.M. Inst. C.E. Second Edition, Revised 
and Extended. Royal dvo, cloth. (See page 9) 25/0 

THE HEALTH OFFICER'5 POCKET-BOOK. 

A (^ttide to Sanitary Practice and Law. For Medical Officers of Health, 

Sanitary Inspectors, Members of Sanitary Authorities, &c. By Edward 

F. WiLLOUGHBY, M.D. (Lond.), &c. Fcap. 8vo, cloth .... 7/6 

" A mine of condensed information of a pertinent and useful kind on the various subjects of 

which it treats. The maner seems to have been carefully compiled and airan^ed for fadfity of 

reference, and it is well illustrated by diagrams and woodcuts. The different subjects are 

succinctly but fully and scientifically dealt with."— 77m Lancet. 

5ANITARY ARRANGEMENT OF DWELL1NO-H0U5E5. 

A Handbook for Householders and Owners of Houses. By A. J. Wallis- 

Tavlbr, A« M.Inst. C.E. Crown 8vo, cloth 2/6 

" This boolc wUl be largely read ; it will be of considenble service to the public. It is well 
arranged, easily read, and for the most part devoid of technical teina."— Lancet. 

VENTILATION. 

A Text-book to the Practice of the Art of Ventilating Buildings. By W. P. 
Buchan, R.P. Crown 8vo, cloth 3/6 

PLUMBING. 

A Text-book to the Practice of the Art or Craft of the Plumber. By W. P. 
Buchan, R.P. Seventh Edition, Enlarged. Crown 8vo, cloth . . 3/6 

WATER ENQINEERINQ. 

A Practical Treatise on the Measurement, Storage, Conveyance, and Utilisa- 
tion of Water for the Supply of Towns, for Mill Power, and for other Purposes. 
By C. Slagg, A.M. Inst. <;.E. Second Edition. Crown 8vo, cloth . 7/6 

5ANITARY WORK IN SMALL TOWNS AND VILLAGES. 

By Charles Slagg, A, M. Inst. CE. Crown 8vo, cloth . . 3/0 
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CARPENTRY, TIMBER, &c- 



THE ELEMENTARY PRINCIPLES OF CARPENTRY. 

A Tz«adse on the Pressure and EA]uilibriuni of Timber Framing, the Resistance 
of Timber, and the Construction of Floors, Arches, Bridges, Roofs, Uniting 
Iron and Stone with Timber, &c. To which is added an E^say on the Nature 
and Properties of Timber, &c., with Descriptions of the kinds cmT Wood used 
in Buildmg; also numerous Tables of the Scandinn of Timber for different 
purposes, the Specific Gravities of M aterials, &c. By Thomas Trbogold, C. S. 
Witn an Appendix of Specimens of Various Roofs of Iron and Stone, Illus- 
trated. Seventh Ekiition, thoroughly Revised and considerably Enlarged by 
E. WvNDHAM Tarn, M.A., Author of "The Science of Building," &c 
With 6x Plates, Portrait of the Author, and several Woodcuts. In One large 

Vol., 4to, cloth 26/0 

" Ought to be in every aichitecc's and every bunder's library."— Ad/dlrr. 

"A work whose monuinental excellence must commend it wherarer akflftil carpeatry Is 

concerned. The author's principles are rather confirmed than impaired by time. Tbe »H<4i»tow»| 

plates are of great intrinsic value."— ^M^iiAfv News. 

WOODWORKING MACHINERY. 

Its Rise, Progress, and Construction. With Hints on the Management of Saw 

Mills and the Economical Conversion of Timber. Illustrated with Examples 

of Recent Designs by leading English, French, and American Engineers. By 

M. Powts Balb, A.M.Inst.C.£., M.I.M.E. Second Edition, Revised, 

with large Additions, large crown 8vo, 440 pp., cloth .... 9/0 

" Mr. Bale is evidently an expert on the subject, and he has coOected 90 much iafoimatloii 

that his book is aU-suflicient (ox buOders and others engaged in the conversion of timber. "—A rchUnt. 

" The most comprehensive compendium of wood- working machinery we liave seen. Th« 

author Is a thorough master of his subject "—^MAkttfv •A'irvir. 

SAW MILLS. 

Their Arrangement and Management, and the Economical Conversion of 

Timber. By M. Powis Balk, A.M.Inst.CE. Second Edition, Revised. 

Crown 8vo, cloth. [Just Published, 10/6 

" The iulministratioH of a laige sawing estabHsbment Is discussed, and the suUect examined 

from a financial standpoint. Hence the size, shape, order, and disposition of saw w3m and the like 

are gone into in detail, and the course of the timber is traced from its reception to its delivery in Us 

converted sute. We could not desire a more complete or practical treatisa."— ^M^ikfar. 

THE CARPENTER'S NEW GUIDE. 

Or, Book of Lines for Carpenters ; comprising all the Elementary Principles 
essential for acquiring a knowledge of Caipentry. Founded on the late Pbtbr 
Nicholson's standard work. A New Exiition, Revised by Arthur Ashpitkl, 
F.S.A. Together with Practical Rules on Drawing, by Gborgb Pynb. 
With 74 Plates, 4to, cloth £1 1 •• 

A PRACTICAL TREATISE ON HANDRAILINQ. 

Showing New and Simple Methods for Finding the Pitch of the Plank, Drawmg 
the Moulds, Bevelling, Jointing-up, and Squaring the Wreath. By Gborgb 
CoLLiNGS. Second Edition, Revised and Enlarged, to which is added 
A Trbatisb on Stair-building. With Plates and Diagrams . 2/6 

" Will be found of practical utility in the execution of this difficult branch of Joinery."— ^MiUrr. 

*' Almost every difficult phase of this somewhat intricate branch of Joinery is elucidated by 
the aid of plates and explanatory letterpress. "^Fumiturt Gastttt. 

CIRCULAR WORK IN CARPENTRY AND JOINERY. 

A Practical Treatise on Circular Work of Single and Double Curvature. By 
Gborgb Collings. With Diagrams. Second Edition, zamo, doth . 2/S 

' An excellent example of what a book of this Und should be. Cheap in price, dear ia 
km, and pcactfcal in the examples Miected."-^0MlMkr. 
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HANDRAILINQ COMPLETB IN EIGHT LESSONS. 

On the Squax«-Cat Svstem. By J. S. Goldthorp, Head of Building 
Department, Halifax Technical School. With Eight Plates and over 250 

Practical Exerdses. 4to, cloth 3/6 

" Likely to be of consldenble value to Jotnen and otben who take a prldn in good woik. 

The arrangement of the book Is excellent, we heartily commend it to teachers and students^"— 

Timdtr 1*xuUs youmaZ. 

TIMBER MERCHANT'S and BUILDER'S COMPANION. 

Containing New and Copious Tables of the Reduced Weight and Measure- 
ment of Deals and Battens, of all sizes, from One to a Thousand Pieces, and 
the relative Price that each size bears per Lineal Foot to any snven Price per 
Petersburgh Standard Hundred ; the Price per Cube Foot of Square Timber 
to any given Price ^r Load of 50 Feet, &c., &c. Bv William Dowsing. 
Fourth Edition, Revised and Corrected. Crown 8vo, cloth . . 3/0 

" We are s^d to see a fourth edition of these admirable tables, which for correctness and 
simplicity of arrangement leave nothing to be desired."— TVmAfr TratUs youmal 

THE PRACTICAL TIMBER MERCHANT. 

A Guide for the Use of Building Contractors, Surveyors, Builders, &c., 
comprising useful Tables for all purposes connected with the Timber Trade, 
Marks of Wood, Essay on the Strength of Timber, Remarks on the Growth of 
Timber, &c By W. Richardson. Second Edition. Fcap. 8vo, cloth . 3/6 
" This handy manual contains much valuable information for the use of timber merchants, 

builders, foresters, and all others connected with the growth, sale, and manufacture of timber."— 

ypumal q^ Forestry. 

PACKINQ-CASE TABLES. 

Showing the number of Superficial Feet in Boxes or Packing-Cases, from six 
inches square and upwards. By W. Richardson, Timber Broker. Third 

Edition. Oblong 4to, cloth 3/6 

" Invaluable labour-saving xaAAei."—Ir9Hm«ngtr. 

GUIDE TO SUPERFICIAL MEASUREMENT. 

Tables calculated from i to soo inches in length by z to zo8^ inches in breadth. 

For the tise of Architects, Surveyors, Engineers, Timber Merchants, 

Builders, &c. By James Hawkings. Fourth Edition. Fcap., cloth . 3/6 

" A useful collection of tables to facilitate rapid calculation of surfaces. The exact area of 

any surface of which the limits have been ascertained can be instantly deteimined. The book will 

be found of the greatest utility to all engaged in buildiai; operations. -nScv^^rmoM. 

PRACTICAL FORESTRY. 

Its Bearing on the Improvement of Estates. By Charles E. Curtis, F.S.I., 
F.S.S. Second Edition, Revised. Cro¥m 8vo, cloth. {Just Publishsd. 3/6 

THE ELEMENTS OF FORESTRY. 

Designed to afford Information concerning the Planting and Care of Forest 
Trees for Ornament or Profit, with suggestions upon the Creation and Care of 
Woodlands. By F. B. Hough. Large crown 8vo, cloth ... 1 0/O 

THE TIMBER IMPORTER'S, TIMBER MERCHANT'S, 

AND BUILDBR'S STANDARD QUIDB. 

By Richard E. Grandy. Comprising:— An Analysis of Deal Standards, 
Home and Foreign, with Comparative Values and Tabular Arrangements for 
fixing Net Landed Cost on Baltic and North American Deals, including all 
intermediate Ex[>enses, Freight, Instirance, &c. ; together with copious Informa* 
tion for the Retailer and Builder. Third Edition. i2mo, cloth . . 2/0 
"Evervthing It pretends be: buUt up gradually, it leads one from a foreat to a treenail, 

and throws m as a makeweight a host of material conceminff bricks, columns, cbtania. Ac."— 

MtigUsk Mtehank. 
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DECORATIVE ARTS, &c. 



SCHOOL OF PAINTINQ FOR THE IMITATION OF 

WOODS AND MARBLBS. 

As Taught and Practised by A. R. Van dbx Burg and P. Van dbr Burg, 

Directors of the Roiterdam Paintins; Institution. Royal folio, i8^ by i2^ in., 

Illustrated with 24 full-sise Coloured Plates ; also is plain Plates, comprising 

154 Figures. Second and Cheaper Edition .... £1 lis. 60. 

List of platbs :— i. Various Tools Requi red for Wood Paikting.— «, 3. Walnut ; 

Prbliminary stages op Graining and Finished specimen.-^ Tools used for 

Marble Painting and Method op Manipulation.— <, 6. St. Rbui Marble ; 

Earlier Operations and Finished Specimen. — 7. methods op Sketchinc 

Different grains. Knots, &c.— e, 9- Ash: Preliminary Stages and Finished 

spp.cimen.— la Methods of Sketching Marble Grains.— it, la. brechb marble ; 

Preliminary Stages op Working and Finished Specimen.— 13. Maple; Methods 

of Producing the Different Grains.— 14, 15. Bird's-Eye Maple: Preliminary 

Stages and Finished specimen.— 16. Methods op Sketching the Different 

SPBCiRS OF White Marble.— 17. is. White Marble ; preuminary stages of 

Process anb Finished Specimen— 19. Mahogany; specimens of Various Grains 

AND methods of M ANIPULATION. — ao, 9Z. MAHOGANY; EARLIER STAGES AND 

Fini-^hed specimen.-«, a3, 34. Sienna Marble: Varieties op Grain. Preliminary 

STAGES AND FINISHED SPECIMEN.— 05. a6, «7. JUNIPER WOOD; METHODS OF PRO- 
DICING Grain, &c. ; Preliminary Stages and Finished Specimen.— aB, ao, 30. Vert 

DB MER MARBLE; VARIETIES OP GRAIN AND METHODS OF WORKING, UNFINISHBD 
AND FINISHED SPECIMENS.— 31. 3a, 33. OAK ; VARIETIES OF GRAIN, TOOLS EMPLOYED 
AND METHODS OF MANIPULATION, PRELIMINARY STAGES AND FINISHED SPECIMEN.— 
34. 35. 36- WAULSORT MARBLB; VARIETIES OF GRAIN, UNFINISHED AND FiNISHBD 
SPECIMENS. 

" Those who desire to attain skill In the art of painting woods and marbles will find advantage 
In consulting this book. . . . Some of liie Working Men's Qubs should give their young men 
the opportunity to study iL"— 'Builder. 

" A comprehensive guide to the art. The explanations of the processes, the manipulation 
and management of the coloun, and the beautiflilly executed plates will not be the least valuable to 
the student who aims at making his work a faithful transcript of nature."— ^M^/^iff^' Newt. 

" Students and novices axe fortunate who are able to become the possessors of so noble a 
work."— rA« ArchUea. 

ELEMENTARY DECORATION. 

A Guide to the Simpler Forms of Everyday Art. Together with PRACTIC A L 
HOUSE DECORATION. By Tames W. Facey. With numerous Illus- 
trations. In One Vol., strongly naif-bound 5/0 

H0U5E PAINTING, QRAININO, MARBLING, AND 
SIGN WRITINQ. 

A Practical Manual of. By Ellis A. Davidson. Seventh Edition. With 
Coloured Plates and Wood Engravings. lamo, cloth boards . . 6/0 

" A mass of information of use to the amateur and of value to the practical man."— it«^toA 
Meekmnie, 

THE DECORATOR'5 ASSISTANT. 

A Modern Guide for Decorative Artists and Amateurs, Painters, Writers, 
Gilders, &c. Containing upwards of 600 Receipts, Rules, and Instructions ; 
with a variety of Information for General Work connected with every Class of 
Interior and Exterior Decorations, &c. Seventh Edition. 15a pp., cr. 8vo. 1 /O 
" Full of recdpts of value to decorators, painters, gilders, &c. The book contains the gist of 

larger treatises on colour and t«:hmcal processes. It would be diiSicult to meet with a work so fiill 

of varied information on the painter's »xt."— Building News. 

MARBLE DECORATION 

And the Terminology of British and Foreign Marbles. A Handbook for 
Students. By Gborgr H. Blagrovb, Author of "Shoring and its Applica- 
tion," &c. with a8 Illustrations. Crown 8vo, cloth .... 3/6 

" This most useftil and much wanted handbook should be in the hands of every architect and 
builder. "—Am^Wiv IVerld. 

" A carefully and usefully written treatise : the work Is essentially practical. "-^<v/;rMuiN. 
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DELAMOTTE'8 WORKS ON ALPHABETS AND 
ILLUMINATION. 



ORNAMENTAL ALPHABBT5, ANCIENT & MEDIiCVAL. 

From the Eighth Century, with Numerals; including Gothic, Church-Text, 
large and small, German. Italian. Arabesque, Imtials for Illumination, 
Monograms, Crosses. &c, ftc, for the use of Architectural and Engineering 
Drau^tsmen, Missal Painters, Masons, Decorative Painten. Lithographers. 
Engravers, Carvers, &c, &c Collected and Engraved by F. Dblamottk, and 
printed in Colours. New and Cheaper Edition. Royal 8vo, oblong, 

ornamental boards 2/6 

" For those who insert enamelled sentences round gilded chalices, who blazon shop legends 

over shop^doors, who Vettbtt church wails with pithy sentences from the Decalogue, this book wfll be 

\xambiL"—Atfutueum. 

MODERN ALPHABETS, PLAIN AND ORNAMENTAL. 

Including German, Old English, Saxon, Italic, Perspective, Greek, Hebrew, 
Court Hand, Engrossing| Tuscan, Riband, Gothic, Rustic, and Arabesque ; 
with several Original Designs, and an Analysis of the Roman and Old English 
Alphabets, large and small, and Numerals, for the use of Draughtsmen, 
Surveyors, Masons, Decorative Painters, Lithographers. Engravers, Carvers, 
&c. Collected and Engraved by F. Dklamottb, ana printed in Colours. 
New and Cheaper Exlition. Royal 8vo, oblong, ornamental boards 2/6 

" There is comprised in it every possible shape into which the letters of the alphabet and 

numerals can be formed, and the talent which has been expended in the conception of the rarious 

plain and ornamental letters is woadetfvL"—Sta$ulard. 

MEDIiCVAL ALPHABETS AND INITIALS FOR 

ILLUMINATORS. 

By F. G. Dblamotte. Containing ax Plates and Illuminated Title, mrinted 

in Gold and Colours. With an Introduction by J. Willis Brooks. Fourth 

and Cheaper Edition. Small 4to, ornamental bovds .... 4/0 

"A volume in which the letters of the alphabet come forth giorlfiad in gilding and all the 

coloats of the prism interwoven and intertwined and faitexmingled."^SMM. 

A PRIMER OP THE ART OP ILLUMINATION. 

For the Use of Beginners j with a Rudimentary Treatise on the Art, Practical 
Directions for its Exercise, and Examples taken from Illuminated MSS., 
printed in Gold and Colours. By F. DsLAMbTTB. New and Cheaper 

Edition. Small 4to, ornamental boards 6/0 

" The examples of ancient MSS. recommended to the student, which, with much good sense, 

the author chooses from collections accessible to all, are selected with Judgment and knowledge as 

well as taste."— >f/A«M««m. 

THE EMBROIDERER'S BOOK OP DESIGN. 



royal 8vo, ornamental wrapper 1/6 

" The book will be of great assistance to ladies and young chUdren who aie endowed with 
the ait of plying the nee dl e in this most ornamental and useful pretty fi<»:k."—East Aitgitan Timu. 

INSTRUCTIONS IN WOOD-CARVING FOR AMATEUR5. 

With HinU on 'Design. Bv A Lady. With xo Plates. New and Cheaper 

Edition. Crown 8vo, in emblematic wrapper 2/0 

" The handicraft of the wood-canrer, so well as a book can hnpert It, may be learnt from * A 
Lady's ' publication. "-^M«»urMfi«. 

PAINTING POPULARLY EXPLAINED. 

By Thomas John Gdllick, Painter, and John Timbs, F.S.A. Including 
Fresco, OiL Mosaic, Water-Colour, Water-Glass, Tempera, Encaustic, 
Miniature, Painting on Ivory, Vellum, Pottery, Enamel, Glass, &c Fifth 
Edition. Crown 8vo, cloth 6/0 

%* Adopted as a Prise Book at South KensingUm. 

" Much nuHf be lea rn ed, even by those who fsncy they do not raouUe to be taught from the 
1 penisal ofthls unpretending but comprehensiTe treatiae."— wtfft 3f9nrnat^ 
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NATURAL SCIENCE, ftc. 
THE VI5IBLE UNIVERSE. 

Chapters on the Origin and Construction of the Heavens. By J. B. Cork, 
F. R. A.S. , Author of ^' Star Groups, " &c. Illustrated hy 6 Stellar Photographs 

and la Plates. Demy 8vo, cloth 1 6/0 

" A valuable and lucid lummary of recent astronomical theory, rendered nxwe valuable and 
attractive by a series of stellar photoi^phs and other illustrations."— rA« Timu. 

" In presenting a clcir and concise account of the present state of our knowledge Mr. Gore 
has made a valuable addition to the literature of the subject."— ^o/Mnr. 

" Mr. Gore's ' Visible Universe ' is one of the finest works on astronomical science that have 
recently appeared in our language. In spirit and in method it is scientific fhnn cover to cover, but 
the style is so clear and attractive that it will be as acceptable and as readable to those who make 
no scientific pretensions as to those who devote thentselves speciaUy to matters astronomical"— 
Lttds Mtrcury. 

5TAR OROUP5. 

A Student's Guide to the Constellations. By J. Ellard Gork, F.R.A.S., 
M.R.I.A., &c, Author of "The Visible Universe," "The Scenery of the 

Heavens," &c With 90 Maps. Small 4to, cloth 6/0 

" The volume contains thirty maps showing stan of the sixth magnitude— Che usual naked-eye 
Hmit— and each is accompanied by a brief commentary adapted to facilitate recognition and bring 
to notice objects of specLil interest. For the purpose of a preliminary survey of the ' mldnig-hl 
pomp ' of the heavens nothing could be better than a set of delineations averaging scarcely twenty 
square Inches in are* and includtng nothing that cannot at once be identified."— M/iwnfay RexHew 

AN ASTRONOMICAL OL055ARY. 

Or, Dictionary of Terms used in Astronomy. With Tables of Data and Lists 
of Remarkable and Interesting Celestial Objects. By J. Ellard Gorb, 
F.R.A.S., Author of *' The Visible Universe," &c Small crown 8vo, cloth. 

2/6 

"A very useful little work for beglnnen In attronomy, and not to be despised by more 
advanced students. "—TA^ Timts. 

" A very handy book ... the utility of which Is much Incraaaad by Its valuable tables of 
astronomical data."— yf/A«it«Nm.' 

THE MICROSCOPE. 

Its Construction and Management. Including Technique, Photo-micrography, 
and the Past and Future of the Microscope. By Dr. Henri van Heurck. 
Re-Rdited and Augmented from the Fouith French Edition, and Translated 
by Wynne E. Baxter, F.G.S. 400 pp., with upwards of 350 Woodcuts, 
imp. 8vo, cloth 1 8/0 

" A translation of a well-known work, at once pojpular and comprehensive.''— TYmcf. 

" The translation is as felicitous as it is accurate. -AWmtv. 

ASTRONOMY. 

Bv the late Rev. Robert Main, M.A., F.R.S. Third Edition, Revised by 
William Thynnb Lynn, B.A., F.R.A.S., formerly of the Royal Observatory, 

Greenwich. lamo, cloth 2/0 

" A sound and rimple treatise, very careftilly edited, and a capital book for beKhmess."— 
KHwmUdgt. 

"Accurately brought down to the requirements of the prese n t time by Mr. Lynn."— 
SdMtmitonai Timds. 

A MANUAL OF THE M0LLU5CA. 

A Treatise on Recent and Fossil Shells. By S. P. Woodward, A.L.S., 
F.G.S. With an Appendix on Recent and Fossil Concholocicai. 
Discoveries, by Ralph Tate^ A.L.S., F.G.S. With 23 Plates and 
upwards of 300 Woodcuts. Reprint of Fourth Edition (1880). Crown Svo, 

cloth 7/6 

" A most valuable storehouse of conchological and geological Information.'*— Sfljmo Gossip. 

THE TWIN RECORDS OF CREATION. 

Or, Geology and Genesis, their Perfect Harmony and Wonderful Concord. 

ByG. W. V. leVaux. Svo, cloth 5/0 

" A valuable contribution to the evidences of Revelation, and disposes very conclusively of 
the arguments of thoae who would set God's Works against Cod's Word. No real difficuhy is 
shirked, and no sophlatry Is left unexposed."— Th€ RocM, 
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HANDBOOK OF MECHANICS. 

By Dr. Lardnbr. Enlarged and re-written by Benjamin Lobwv, F.R.A.S. 

378 Illustrations. Post 8vo, doth 6/0 

*' The perspicuity of the original has been retained, and chapteii|which had become obsolete 
have been replaced Sv others of more modem character. Tne explanations throug^hout are 
studiously popular, and care has been taken to show the application of the various branches of 
physics to the Industrial arts, and to the practical bustaess of life."— Afteifv ycurnaL 

HANDBOOK OF HYDROSTATICS AND PNEUMATICS. 

By Dr. Lardner. New Edition, Revised and Enlarged by Benjamin Lobwv, 
F.R.A.S. With 336 Illustrations. Post Svo, cloth .... 5/0 
"For those 'who desire to attain an accurate knowledge of physical sdence without the 
profound methods of mathematical Investigation,' this work Is weU adapted."— CA/fwwv/ Ntws. 

HANDBOOK OF HEAT. 

By Dr. Lardner. Edited and re-written by Benjamin Lobwt, F. R. A. S. , &c 

1x7 Illustrations. Post Svo, cloth 6/0 

" The style is alwavs clear and precise, and conveys Instruction without leaving any cloudiness 
or lurking doubts h«iAaaL"—EHgiH4triH£. 

HANDBOOK OF OPTICS. 

By Dr. Lardner. New Edition. Edited by T. Olvbr Harding, B.A. Lend. 

With 998 Illustrations. Snudl 8vo, 448 pp., cloth 5/0 

" Written by one of the ablest English scientific writeis, beautifully and elaboritely Dhistrated." 

ELECTRICITY, MAGNETISM, AND ACOUSTICS. 

By Dr. Lardner. Edited bv Geo. Carey Foster, B.A., F.C.S. With 

400 Illustrations. Small 8vo, cloth 5/0 

" The book could not have been entrusted to any one better calculated to preserve the terse 
and hicid style of Lardner, while correcting his errors and bringing up his woric to the present 
state of scientifk: knowledge."— y^s^/ar Science Review. 

HANDBOOK OF ASTRONOMY. 

By Dr. Lardner. Fourth Edition. Revised and Edited by Edwin Dunkin, 
F.R.A.S., Royal Observatory, Greenwich. With 38 Plates and upwards of 

zoo Woodcuts. Svo, cloth 9/6 

"Probably no other book contains the same amount of informaHon in so oompendioos and 
well arranged a form— certainly none at the price at which this is offered to the public. "—w4i*«MtfMw. 
" We can do no other than pronounce this work a most valuable manual of astronomy, and 
we strongly recommend it to all who wish to acquire a general— but at the same time correct- 
acquaintance with this sublime Kixac*."— {Quarterly youmai 0/ Science 

MU5EUM OF SCIENCE AND ART. 

Edited by Dr. Lardner. With upwards of x,soo Engravings on Wood. In 
Six Double Volumes, £1 1 a. in a new and elegant cloth binding ; or hand- 
somely bound in half-morocco J^*! i 1 g. 60. 

" A cheap and interesting publicadoo, alike informing and attractive. The papers combine 
subjects of importance and great scientific knowledge, considerable Inducdve powers, and a popular 
style of treatment."— .^ctoii0r. 

StparaU books formed from ths above. 



I Things Explained. . 

The Microscope, as. cloth. 
Popular Qeology. 2s. 6d. cloth. 
Popular Physics, as. 6d. cloth. 



Steam and Its Uses. as. doth. 
Popular Astronomy. 4^. 6d. cloth. 
The Bee and White Ants. as. cloth . 
The Electric Telegraph, is. 6d. 



NATURAL PHILOSOPHY FOR SCHOOLS. 

By Dr. Lardner. Fcap. Svo ... . .... 3/6 

" A very convenient class book for junior students In private schools.' —British Quarterly 
Review. 

ANIMAL PHY5I0L0OY FOR 5CH00L5. 

By Dr. Lardner. Fcap. Svo 3/0 

" Clearly written, well arranged, and excellently Illustrated."— Gani^M«r'x Chronicle. 

THE ELECTRIC TELEGRAPH. 

By Dr. Laronbr. Revised by E. B. Bright, F.R.A.S. Fcap. Svo. . 2/6 
•* Ona of tha iDOtt readable books eatant on the Electric TelegTaph.''-f m^/^A Mechanic. 

^ C 
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CHEMICAL MANUFACTURES, 
CHEMISTRY, ftc. 



tely interesting to read. *"—<?«* H^erld. 

" A useful work of reference for the gas engineer and all interested in Uc^htinjr or heating by 

bile the anahrtes of the various descriptions of gas will be of value to the technical chemist. 



i» dealt with. The book has 



THE OA5 ENGINEER'S POCKET-BOOK. 

Comprising Tables, Notes and Memoranda relating to the ManufJBcture, 
Distribution and Use of Coal Gas and the Construction of Gas Works. By 
H. O'Connor, A.M.Inst.C.£., 450 up., crown 8vo, fully Illustrated, leather. 

\Just P^lisktd. 10/6 

" The book contains a vast amount of information. The author goes consecutively through 
the engineering details and practical methods involved in each of the different processes or parts 
of a gas-worlcs. He has certainly succeeded in making a compilation of hard matters of &ct 
• •* • ''-G<uV' •• 

«nce for 
gas, while the analyses of the various descriptions of gas will be of valu 
AU matter in any way connected with the manufacture and use of gas i 

evidently been caremDy compiled, and certainly constitutes a useful addition to gas literature. "— 
Builder. 

" The volume contains a great quantity of spedaHsed information, compiled, we believe, (torn 
trustworthy sources, which should make it of constderable value to those for whom it is specifically 
produced. —Enf[iM*er, 

LIQHTINO BY ACETYLENE 

Generators, Burners, and Electric Furnaces. By Wiluam E. Gibbs, M.E. 
With 66 Illustrations. Crown 8vo, cloth. [/usi Pu^lisktd. 7 IS 

ENOINEERINO CHEMISTRY. 

A Practical Treatise for the Use of Aiudytical Chemists, Engineers, Iron 
Masters. Iron Founders, Students and others. Comprising Methods of Anal^rsis 
and Valuation of the Principal Materials used in Engmeerins Work, with 
AnalysM. Examples and Suggestions. By H. J. Phillips, F.I.C, F.CS. 
Second Edition, Enlarged. Crown 8vo, 400 pp., with Illustrations, cloth 1 0/6 
"In this work the author has rendered no small service to a numerous body of practical 



The analytical methods may be pronounced most satisfactory, being as accurate as the 

' ed 01 engineering chemisu " 

_ . . very wek 

The analytical methods given are, as a whole, such as are likely to give rapid and trust- 



despatch required 01 engineering chemists permits."— Cfumica/ News. 

" Full of good things. As a handbook of technical analysis, it is very welcome."— J9*f<Afrr. 

" The analytical methods given are, as a whole, such as are likely to give rapid and trus 
worthy results in experienced hands. . . . There is much excellent descriptive matter in the work, 
the chapter on * Oils and Lubrication ' being specially noticeable in this respect. "-^fviMtr. 

NITR0-EXPL05IVE5. 

A Practical Treatise concerning the Properties, Manufacture, and Analysu 
of Nitrated Substances, including the Fulminates, Smokeless Powders, and 
Celluloid. By P. G. Sanpoko, F.I.C, Consulting Chemist to the Cotton Powder 
Company, ftc. With lUtistrations. Crown 8vo, cloth. [Just PubUshtd. 9/0 
" Any one having the requidte apparatus and materials could make nltro^ycerine or gun- 
cotton, to say nothing of other explosives, by the aid of the instructions in this volume. Tha is 
one or the very few text-books in which can be found Just what is wanted. Mr. Sanford goes 
through the whole list of explosives commonly used, names any given explosive, and tells us of what 
It is composed and how it is manufactured. The book is excellent througturat."— iinir'iMW. 

A HANDBOOK ON MODERN EXPL05IVE5. 

A Practical Treatise on the Manufacture and Use of Dynamite, Gun-Cotton, 
Nitro-Glycerine and other Explosive Compounds, including Collodion-Cotton. 
With Chapters on Explosives in Practical Application. By M. Eisslsr, 
Mining Engineer and Metallurgical Chemist. Second Edition, Enlaraed. 
With 150 Illustrations. Crown 8vo, cloth. [Just Published. 1 2/6 

" Useful not only to the miner, but also to oflicers of both services to whom blasting and the 
use ef exjdosives generally may at any time become a necessary auxiliary."— A'ioAfrr. 

DANOEROU5 Q00D5. 

Their Sources and Properties, Modes of Storage and Transput. With Notes 
and Comments on Accidents arising therefrom, together witn the Govemmcac 
and Railway Classifications, Acts df Parliament, «c. A Guide for the Use c^ 
Government and Railway Officials, Steamship Owners, Insurance Companies 
and Manufacturers, and Users of Explosives and Dangerous Goods. By 
H. Joshua Phillips, F.I.C, F.CS. Crown 8vo, 374 pp., cloth . . 9/0 
" Merits a wide drcuhitioa, and sn intelligent, appreciative txuAy."— Chemical News. 
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A MANUAL OP THE ALKALI TRADE. 

Including the Manufacture of Sulphuric Acid, Sulphate of Soda, and Bleaching 

Powder. By John Lomas, Alkali Manufacturer, Newcastle-upon>Tyne and 

London. 390 pp. of Text. With 932 Illustrations and Working Drawings, 

Second Edition, with Additions. Super •royal 8vo, cloth . £1 1 Qa. 

" This book is written by a manufacturer for manufacturers. The working detaib of the most 

approred forms of apparatus are siven, and these are accompanied l>y no less than ayt wood 

engravings, all of which may be used for the purposes of construction. Every step in the manu- 

fiuture is very fuiiy described in this manual, and each improvement explained. —w4/A«N«Km. 

" We nnd not merely a sound and luminous explanation of the chemical principles of the 
trade, but a notice of Numerous matters which have a most important bearing on the successftil 
conduct of allcali works, but which are generally overlooked by even experienced technoloeical 
tuithoiM."—CMtm$taiJieview. 

THE BLOWPIPE IN CHEMI5TRY, MINERALOGY, AND 

QBOLOQY. 

Containing all known Methods of Anhydrous Analysis, many Working 

Examples, and Instructions for Making Apparatus. By Lieut. -Colonel W. A. 

Ross, R.A., F.G.S. With xao Illustrations. Second Edition, Enlarged. 

Crown 8vo, cloth 5/O 

" The student who jgoes conscientiously through the course of experimentation here laid down 
wHl gain a better insiffht mto inorganic chemistry and mineralogy than if he had ' got up ' any of the 
best text-books of the day, and passed any number of examinarioos in their contents. —CJw»»^s/ 
Nnus. 

COMMERCIAL HANDBOOK OP CHEMICAL ANALY5I5. 

Or. Practical Instructions for the Determination of the Intrinsic or Commercial 
^■r-' Value of Substances used in Manufactures, in Trades, and in the Arts. By 
c:;T A. NoRMANDV. New Edition by H. M. Noad, Ph.D., F.R.S. Crown 8vo, 

cloth 12/6 

" We strongly recommend this book to our readers as a guide, alike IndlspensaUe to the 
housewife as to the pharmaceutical practitioner."— Af«/^M/ Times. 

THE MANUAL OF COLOURS AND DYE-WARE5. 

Their Properti^ Applications, Valuations, Imptuities and Sophistications. 

For the Use of Dyers, Printers, Drysalters, Brokers, &c. By J. W. Slatsr. 

Second Edition, Revised and greatly Enlarged. Crown 8vo, cloth . 7/6 

" A complete encyclopaedia of the materia Hnctoria. The information given respecting each 

article is flill and precise, and the methods of determining the value of articles such as these, so 

liable to sophisticatioo. are given with clearness, and are practical as well as valuable."— C*«n<rf 

and Dnuvist. 

" There ts no other work which covers precisely the same ground. To students preparing 
for examinations in dyeing and printing it will prove exceedingly vaittaL"-~CHemical N«ws. 

A HANDY BOOK FOR BREWER5. 

Beins a Practical Guide to the Art of Brewing and Malting. Embracing the 

Condusaons of Modem Research which bear upon the Practice of Brewing. 

By Hbrbbkt Edwards Wright, M.A. Second Edition, Enlarged. Crown 

8vo, 530 pp., cloth. [Just Published. 12/6 

" May be consulted with advantage by the student who b preparing himself for examinational 

tests, while the scientific brewer will find in it a risum^ of all the most important discoveries of 

modem times. The work is written throughout in a clear and concise manner, and the author 

takes great care to discriminate between vague theories and well-established facts."— J?re««rr' 

ycumal. 

" We have great pleasure in recommending this handy boolc, and have no hesitation in saying 
that it is one of the best— if not the best— which luis yet been written on the subject of beer-brewing 
in this country ; It should have a phu:e on the shelves of every brewer's library."— vffnriBVrx' 
GnoftHon. 

" Although the requirements of the student are primarily considered, an acquaintance of half- 
an-boor's duraaon cannot foil to impress the practical brewer with the sense of having found a 
trustwoitlqr guide and practical counseUor in brewery matters."— CAm^co/ Tradt journal, 

FUEL5: 50LID, LIQUID, AND QA5E0U5. 

Their Analysis and Valuation. For the Use of Chemisu and Engineers. By 

H. J. Phillips. F.C.S., formerly Analytical and Con^lting Chemist to ttie 

CK. Rlwy. Third Edition, Revised and Enlarged. Crown 8vo, cloth 2/0 

" Ought to have its place in the laboratory of every metallurgical establishment and wherever 

fuel is esedoD a laige scajsi"— CArwirffw/ News. 
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THE ARTI5T5* MANUAL OP PIQMENTS, 

Showing tbeir Composition, Conditions of Permanen^, Non-Permanency^ and 
Adnlterations ; Effects in Combination with Each Other and with Vehicles ; 
and the most Reliable Tests of Purity. By H. C. Standacb. Third Edition, 

crown 8vo, cloth 2/6 

" This work Is indeed muUumHn-^rvo, and we can, with good conscience, recommend it to 
all who come in contact with pigments, whether as makers, dealers, or users."— CA/mibs/ Rtvigw. 

A POCKET-BOOK OP MEN5URATI0N AND QAUOINO. 

Containing Tables. Rules, and Memoranda for Revenue Officers, Brewers, 
Spirit Merchants, sc. By J. B. Mant, Inland Revenue. Second Edition, 

Revised. x8mo, leather 4/0 

"Thb lundy and usaAd book is adapted to the requirements of the Inland Revenue Depart- 
ment. and will be a tevourite book of reference. The range of subjects is comprahettslve. and the 
arrangement simple and clear."— Crfvi/tow. 

" ShouM be in the hands of erery pnctteal brewer."— Arvwrrx' ycumoL 
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MANUFACTURES. 



MODERN CYCLE5. 

A Practical Handbook on their Construction and Repair. By A. T. Walus- 

Tatlsr, a. M. Inst. C. E. Author of " Refrigerating Machinery, ''^ftc. With 

upwards of 300 Illustrations. Crown 8vo, clotE. [Just Pubhshtd. 10/6 

" The larva trade that Is done in the component parts of bicycles has placed in the way of 

nan mechanicaDy inclined extraordinary facilities for building bicycles for their own use. . The 

book will prove a valpable guide for all those who aspire to the manufacture or repair of their own 



" A most comprehensive and up-to-date treatise."— rA« CyeU. 
" A very useful book« wfaich b quite entitled to rank as a standard wofk for students of cycle 
construction.'*— W>«cMtV. 

TEA PLANTING AND MANUFACTURE 

(A Text Book of)* Comprising Chapters on the Histoiy and Development of 
the Industry, the Cultivation of the Plant, the Preoaration of the Leaf for the 
Market, the Botany and Chemistry of Tea, &c With some Account of the 
Laws affecting Labour in Tea Gardens in Assam and elsewhere. By David 
Crolb, late o« the Jokai Tea Company, &c With Plates and other Illustra- 
tions. Medium 8vo, cloth. [Just Published. 16/0 
" The author writes as an expert, and gives the result of his personal experiences. The work 

can hardly bll to be of practical bterest to tea growers and tea manufacturers. "—British TnuU 

y^H mml . 

COTTON MANUFACTURE. 

A Manual of Practical Instruction of the Processes of Opening. Carding, 
Combing, Drawing, Doubling and Spinning of Cotton, the Methods of 
Dyeing, ftc. For the Use of Operatives, Overlookers, and Mannfftcturers. 
By John Lister, Technical Instructor, Pendleton. 8vo, cloth . 7/6 

" This invaluable volume Is a distinct advance in the literature of cotton manuftcture."— 
Madtitttry. 



thoroughly reliable, Ailfilling nearly all the requirements desiied."— <;Amvvw HtrmUL, 

FLOUR MANUFACTURE. 

A Treatise 00 Milling Science and Practice. By Fribdrich Kick, Imperial 
Resiemnnrath, Professor of Mechanical Technology in the Imperial Gom^ 
Polytechnic Institute, Prague. Translated from the Second Bnlaxged and 
Revised Edition with Supplement. By H. H. P. Powlbs, Assoc. Memb. 
Institution of Civil Engineers. Nearly 400 pp. Illustrated with 98 Folding 

Plates, and 167 Woodcuts. Royal 8vo, cloth £1 6s. 

" This valuable work is, and will remain, the standard authority on the science of milling. . . . 
The miller who has read and digested this work will have laid the foundation, so to speak, of a 
successAil career ; he win have acquired a number of general principles which he can proceed to 
apply. In this handsome volume we at last have the accepted text-book of modem milling in good, 
sound English, which has little, if any, trace of the German idtom."— rA« MiUtr, 

" This appearance of this celebrated work fai English b venr oppottune, and British mlDen 
win, we an sure, aot be slow in availing themselves ef its pages. "—JriaStrj' Gaum 
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CBMBNT5, PASTES. OLUB5, AND OUM5. 

A Practical Guide to the Manufacture and Applicatioo of the varioos Aggluti- 
nants required in the Building. Metal- Working, Wood-Wor)dng, and Leather* 
Working Trades, and for Worlcshop, LAboratory or Office Use. With upwards 
of 900 Recipes and Formulae. By H. C. Standagk, Chemist. Third Edition. 
Crown 8vo, cloth. [Just Published. 2/0 

"We have pleasure In speaking favourablT of this ▼ohune. So Cu as we have had 
experience, which is not Inconsiaerable, this manual is trustworthy."— W<AtfM«MJM. 

** As a revelation of what are considered trade secrets, this booli will arouse aa amount of 
curiosity among the large number of industries it touches."— ZtotfO' CAronicU, 

THE ART OF 50AP-MAKINO. 

A Practical Handbook of the Manufacture of Hard and Soil Soaps, Toilet 
Soaps, &c. Including many New Processes, and a Chapter on the Recovery of 
Glycerine from Waste Le^ By Alx. Watt. Fifth Editbn, Revised, with 
an Appendix on Modem Candlemaking. Crown 8vo, cloth . . . 7/6 
"The worlc will prove very useful, not merely to the technological student, bat to the 
practical soap boiler who wishes to understand the theory of his 9St."—CJtemiea/ News. 

" A thoroughly practical treatise on an an which has almost no literature in our language. 
We congratulate the aiithor on the success of his endeavour to fill a void in English technical 
literature "—NtUurt. i 

PRACTICAL PAPBR-MAKINO. 

A Manual for Paper-Makexs and Owners and Managers of Paper-Mills. With 
Tables, Calculations, &c. By G. Clappbrton, Paper-Maker. With Illus- 
trations of Fibres from Micro-Photographs. Crown 8vo, doth . • 6/0 
" The author caters for the requirements of responsible mlU hands, apprentfces, ftc., whibt 
his manual will be found ofgreat service to students of technology, as well a» to veteran paper- 
makers and mill owners. The illustrations fbrm an excellent feature. "-TIW fVerU's Pa^tr Trmdt 

R€Vi*W. 

** We recommend everybody Interested In the trade to get a copy of this thoroughly practical 
boolc."— /Vi/er Making, 

THE ART OF PAPBR-MAKINO. 

A Practical Handbook of the Manufacture of Paper from Rags, Esparto, 
Straw, and other Fibrous Materials. Including the Manufacture of Pulp from 
Wood Fibre, with a Description of the Machinery and Appliances usecT. To 
which are added Details of Processes for Recovering Soda from Waste Liquors. 
By Albxandkr Watt. Author of " The Art of Soap-Making." With Illus- 
trations. Crown 3vo, cloth 7/6 

"It may be regarded as the standard worlc on the subject. The book Is fiiU of valuable 



information. The ' Art of Paper-Making' is in every respect a model of a text-book, either for a 
technical class, or for the private student. —Ai/crai«/ Printing TratUs yourtuU, 

A TRBATI5B ON PAPBR 

For Printers and Stationers. With an Outlme of Paper Manufacture ; Complete 
Tables of Sizes, and Specimens of Different Kinds of Paper. By Richard 
Parkinson, late of the Manchester Technical School. Demy 8vo, cloth. 

[/tut PMSUsJUd. 8/6 

THE ART OF LEATHER MANUFACTURE. 

Being a Practical Handbook, in which the Operations of Tanning, Currying, 
and Leather Dressing are fully Described, and the Principles of Tanning 
Explained, and many Recent Processes Introduced ; as also Methods for the 
Estimation of Tannm, and a Description of the Arts oi Glue Boiling. Gut 
Dressing. &c By Albxandbr Watt, Author of " Soap-Making, &c 

Fourth Edition. Crown 8vo, cloth 9/0 

" A sound, comprehensive treatise on tanning and its accessories. The book Is an eminently 
valuable productioa, which redounds to tlie credit of both author and publishen."— CAamAv/ 



THB ART OF BOOT AND 5H0B MAKING. 

A Practical Handbook, including Measurement, Last* Fitting, Cutting-Ont, 
Closing and Making, with a Description of the most approved Machinery 
Employed. By John B. Lbno, late Editor of 6^ Crispin, and Tks Boot and 
Shotilaktr. xamo, doth 2/0 
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WOOD BNORAVINO. 

A Practical and Easy Introdaction to the Stodyof tha Art. By W. N. Bsown. 

lamo, cloth i /Q 

"Thm\>oek Is daar and completa, sod will be iisaAil to uqr ona waatbff to tindarataiid the 
iMt riemenn of the beeutUiil an of wood engravinff."— (;#«/M^ 

MODERN HOROLOGY, IN THEORY AND PRACTICE. 

Translated from the French of Claudius Saunibr, ex-Director of the School 
of Horology at Macon, by Julibn Tripplin, F.R.A.Sm Besancon Watch 
Manufacturer, and Edward Kigg, M.A., Assayer in the Royal Mint, ^th 
Seventy*eight Woodcuts and Twentv-two Coloured Copper Plates. Second 
Edition. Super-royal 8vo, cloth, £2 2a. ; half-calf . . £2 IDs. 

" There is no horological work in the English language at all to be comoared to this produc- 
tion of M. Saunier** for clearness and completeness. It is alike good as a guide for the student and 
as a reference for the experienced borologist and skilled workman."— //^rv/lv^a/ VfummL 

" The latest, the most complete, and the most reliable of those literary proouctions to wfakh 
continental watchmakers are inaebted for the mechanical superiority over their English biethien 
-to fact, the Book of Books, U M. Saunier's ' Tnatia»."'—fVmiekmaJber, ytwtUer, andSUvtrstitUK 

THE WATCH ADJUSTER'S MANUAL. 

A Practical Guide for the Watch and Chronometer Adjuster in Making, 
Springing, Timing and Adjusting for Isochronism, Positions and Temperatures. 
By C. £. Fritts. 370 pp., with Illustrations, 8vo, cloth . . 16/0 

THE WATCHMAKER'S HANDBOOK. 

Intended as a Workshop Companion for those engaged in Watchmaking and 
the Allied Mechanical Arcs. Translated from the French of Claudius 
Saunibr, and enlarged by Julibn Tripplin, F.R.A.S., and Edward 
RiGG, M.A., Assayer m the Royal Mint. Third Edition. Bvo, cloth. 9/0 
" Each part b truly a treatise in itself The arrangement Is good and the language Is clear 
and concise. It is an admirable guide for the young watchmaker."— ^mWmmWiv'. 

" It is impossible to speak too highly of its excellence. It fulfils every reoulrament in a 
handbook faitended for the use of a workman. Should be found in eveiy workshop. —If'UeA and 
Clockmahtr 

A HISTORY OP WATCHES & OTHER TIMEKEEPERS. 

By Jambs F. Kendal, M.B.H. Inst. Boards, 1 /6 ; or cloth, gilt . 2/6 
" The best which has yet appeared on this subject in the English language, "—/tubtsiries. 
"Open the book where you may. there is interesting matter in h concerning the Ingenious 
devices of the ancient or modem horologer."— Se/terrfejr Revitw. 

ELECTRO-DEPOSITION. 

A Practical Treatise on the Electrolysis of Gold, Silver, Copper^ Nickel, and 
other Metals and Alloys. With Descriptions of Voltaic Batteries, Magneto 
and Dynamo- Electric Machines, Thermopiles, and of the Materials and 
Processes used in every Department of the Art, and several Chapters on 
Elkctro-Metallurgy. By Alexander Watt, Author of "Electro- 
Metallurgy," &c. Third Edition, Revised. Crown 8vo, cloth . 9/0 
"Emtaently a book for the practical worker in electro-deposition. It contains practical 

descriptions of methods, processes and materials, as actually pursued and used in the workshop."— 

EngiHter. 

ELECTRO-METALLURGY. 

Practically Treated. By Alexander Watt. Tenth Edition, including the 

most recent Processes. x2mo, cloth 3/0 

" From this book both amateur and artisan may learn everything necessary for the succesaftil 
prosecution of electroplating."— /rvw. 

JEWELLER'S ASSISTANT IN WORKING IN GOLD. 

A Practical Treatise for Masters and Workmen, Cominled from the Experience 
of Thirty Years' Workshop Practice. By George E. Gee, Author of " The 
Goldsmith's Handbook," &c. Crown 8vo, cloth 7/Q 

^ ^ "TML??*!?*^*?*?*"*^ educaHon Is appenntly destined to be a tahiabie auxiliary to a 
h wdkrall which b certainly capable of great improvement"— Tkt Tinus. 
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BLECTROPLATINQ. 

A Pncdcfd Handbook on the DepontioD of Copper, Silver, Nickel, Gold. 
Alomimum, Bran, Pladnom, ftc, ftc By J. W. Usquhaxt, C.E. Third 
Edition, Revised. Crown 8vo, cloth 5/0 

" An escdlent practical vaaxuul.''^£ngi*uerttig'. 

" An excellent work, givioff the newest inlonaaxion.''^Hortitg1eaI ytwrntU, 

ELECTROTYPING. 

The ReproductioQ and Moltiplication of Printing Surfaces and Works of Art 



by the Electro-Deposition of Metals. By J. W. Urquhart, C.E. Crown 8vo, 

cloth 5/0 

"The book is thoroagfaly practical: the reader is, therefore, conducted throuc[h the leading 

laws of dectricity, then throush the metals used byelectrotypen, the apparatus, andthe depositing 

processes, up to the final preparation of the work.^— ^rT y^umai, 

Q0LD5MITH'5 HANDBOOK. 

By Gborge £. Gbb, Jeweller, &c Fifth Edition, x^mo, doth . . 3/0 
"A good, sound educator, and will be generally accq}ted as an authority."— ^0rw/S«if»' 
youmai. 

SILVERSMITH'S HANDBOOK. 

By Gborgb E. Gbb, Jeweller, &c Third Edition, with nomerona Illustra- 
tions. x2mo, cloth 3/0 

"The chief merit of the work is Its practical character. . . . The workers in the trade will 
speedily discover its merits when they sit down to study it.*-~BM£U*h MtcMm$Ue. 

*«* Tlu abovt two works togfthtr^ strongly half-bound, pric* 7s. 

5HEET METAL WORKER'5 INSTRUCTOR. 

Comprising a Selection of Geometrical Problems and Practical Roles for 
Describing the Various Patterns Required by Zinc, Sheet-Iron, Copper, and 
Tin-Plate Workers. By Rsubsn Hbmry Warn. New Edition, Revised and 
greatly Enlarged by Joseph G. Hornbr, A.M.I.M.E. Crown 8vo, 354 pp., 
with 430 Illustrations, cloth. [Just Published. 7/6 

BREAD & BI5CUIT BAKER*5 & 5UQAR-B01LER*5 

ASSISTANT. 

Including a large variety of Modem Redoes. With Remarks on the Art of 

Bread-making. By Robsrt Wslls. Third Edition. Crown 8vo, cloth . 2/0 

" A large number of wrinkles for the ordhiary coolc, as well as the baker."— ^So/Mr^^ Revitw. 

PASTRYCOOK & CONFECTIONER'5 GUIDE. 

For Hotels, Restaurants, and the Trade in general, adapted also for Family 
Use. By R.WBLLS, Author of" The Bread and Biscuit Baker." Crown 8vo, 

cloth 2/0 

" We cannot speak too highly of this really excellent worlc In these days of keen competition 
our readers cannot do better than purchase this boclk."— Bakers' Timts» 

ORNAMENTAL CONFECTIONERY. 

A Guide for Bakers, Confectioners and Pastrycooks ; including a variety of 

Modem Recipes, and Remarks on Decorative and Coloured Wonc. With xao 

Original Designs. By Robert Wells. Second Edition. Crown 8vo . 6/0 

*' A valuable work, practical, and should be in the hands of every baker and confectioner. 

The illustrative designs are alone worth treble the amount charged for the whole woric"— ilaiwry' 

Times. 

THE MODERN FLOUR CONFECTIONER, WHOLESALE 

AND RBTAIL. 

Containing a large Collection of Recipes or Cheap Cakes, Bisaiits, &c. With 

remarks on the Ingredients Used in their Manufacture. By Robert Wblls, 

Author of " The Bread and Biscuit Baker," &c. Crown 8vo, cloth . 2/0 

"The work is of a decidedly practleal character, and la every edpe regard bhadto economical 

woiking."-iV«rM BrOish Daily Mail. 

RUBBER HAND STAMPS 

And the Manipulation of Rubber. A Practical Treatise on the Manufacture of 
Indianibber Hand Stamps, Small Articles of Indiarubber, The Hektograph, 
Special Inks, Cements, and Allied Subjects. By T. O'Conor Sloanb, A.M., 
Ph.D. With numerous Illustrations. Square 8vo, cloth . . 6/0 
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HANDYBOOKS FOR HANDICRAFTS. 

BY PAUL N. HASLUCK. 
Editor of " Work " (New SeriesX Author of " Lathe Work," " MiUinc Machines," ftc. 
Crown 8vo, 144 pp., price zs. each. 
TfuM Hamdybooks havt bun mntUn to supply in^formaHon for Workmbn, 
Students, and Amatbuks in tht uvoral Handicrafts^ on ths actual Practics of 
ths Workshop, and ars intended to convey in plain language Tbchnical Know- 
LiCDGS of the several Crafts. In describing the processes employed, and the manipu- 
lation of materialy workshop terms are used ; workshop practice is fully explained ; 
and the Uxt is freely illuslraUd with drawings of modem tools^ appliances^ and 
processes. 

THE METAL TURNER'5 HANDYBOOK. 

A Practical Manual for Workers at the Foot-Lathe. With over xoo Illtis- 

trations. ■ • • • I/O 

" The book will be of service alike to the amateur and the artisan turner. It displays 
thorough knowledge of the subject. "•>5«0Cnn«H. 

THE WOOD TURNER'S HANDYBOOK. 

A Practical Manual for Workers at the Lathe. With over 100 Illustrations. 

1/0 

** We recommend the book to jroung turners and amateun. A multitude of woikmen have 
hltheito sought hi vain for a manual of tUs special industry. "—AfMAaw^oi/ If^rU. 

THE WATCH JOBBER'5 HANDYBOOK. 

A Practical Manual on Cleaning, Repairing, and Adjusting. M^th upwards of 

100 Illustrations *! /Q 

** We strongly advise all young persons connected with the watch trade to acqaiie and study 



THE PATTERN MAKER'S HANDYBOOK. 

A Practical Manual on the Construction of Patterns for Founders. With 

upwards of xoo Illustrations ' . .1/0 

" A most valuable, if not indispensable manual for the pattern maker."— i^iMwiM^. 

THE MECHANICS WORKSHOP HANDYBOOK. 

A Practical Manual on Mechanical Manipulation, embracing Information 
on various Handicraft Processes. With Useful Notes and Miscellaneous 

Memoranda. Comprising about aoo Subjects "ilQ 

" A very clever and useful book, which should De found in every workshop ; and it should 
certainly find a place in aU technical schooh.'— Saturday Rivitw. 

THE MODEL ENGINEER'S HANDYBOOK. 

A Practical Manual on the Construction of Model Steam Engines. With 

upwards of xoo Illustrations "I/O 

" Mr. Hasluck has produced a very good little book."— ^m^^U^. 

THE CLOCK JOBBER'5 HANDYBOOK. 

A Practical Manual on Cleaning, Repairing, and Adjusting. With upwards of 

100 Illustrations "I/O 

" It is of inestimable service to those commencing the trade."— C^tvnAy SUtndmrd. 

THE CABINET MAKER'S HANDYBOOK. 

A Practical Manual on the Tools, Materials, Appliances, and Processes 
employed in Cabinet Work. With upwards of zoo Illustrations 'I/O 

" Mr. Hasluck's thorough-going little Handybook is amongst the most practical guides we 
have seen for beginners in cabinet-work. "-^So/Mrcfa^ JUvitw. 

THE WOODWORKER'S HANDYBOOK OF MANUAL 

INSTRUCTION., 

Embracing Information on the Tools, Materials, Appliances and Processes 

Employed in Woodworking. With 104 Illustrations 1/0 

Opinions op the Prbss. 
" Written by a man who knows, not only how work ought to be dooe, but how to do k, and 
how to convey his knowledge to others."— £n^M<«Wiv'. 

" Mr. Hasluck writes admirably, and gives complete instructions."— iifv^if Mr. 
" Mr. Hasluck combines the experience of a practical teacher with the manipulative sklD and 
scientific knowledge of processes of the trained mechanician, and the ">"""ffis are marvels of what 
can t>e produced at a popular price."— ScAM/maf«rr. 

" HelpAil to woilunen or all ages and degrees of experience."— AitfO' Ch r v mi ele. 
" Practical, sensible, and renuirkably chm»p.''—yntrnaJ qfEducmtitn. 
"Concise, clear, and xtacx\f:aL"—Satunlay Review. 
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Le550N5 IN COMMERCE. 

By Professor R. Gambaro, of the Royal High Commercial School at Genoa. 

Edited and Revised by James Gault, Professor of Commerce and Commercial 

Law in King's College, London. Second Edition, Revised. Crown 8vo . 3/0 

" The pttblishen of this work have rendered conridenble senrice to the cmse of commeiclal 

education by the opportune production of this vohime. . . . The work Is peculiarly acceptable to 

English readers and an adminUe addition to exisdng: class books. In a phrase, we think the work 

attams its object in furnishing a brief account of those laws and customs of British trade with which 

the conunerciaJ man interested therein should be familiar."— C^mdrr e^Cammtra JoummL 

" An invaluable guide in the hands of those who are preparing for a commercial career, and, 
in fact, the information it contains on matters of business should be hnpmsed on every ooe."— 

THE FOREIGN COMMERCIAL CORRESPONDENT. 

Being Aids to Commercial Correspondence in Five Languages— English. 
French, German, Italian, and Spanish. By Consao £. Bakbr. Second 

Edition. Crown 8vo, doth 8/6 

"Whoerer wishes to correspond in all the languages mentioned by Mr. Baker cannot do 
better than study this work, the materials of which ate excellent and conveniently arranged. They 
consist not of entire specimen letters, but— what are far mora useful— short passages, sentences, or 
phnies expressing tbie same general idea in various forms."— ^tkef$€tufH. 

" A careful examination has convinced us that it is unusually complete, well arranged and 
leHable. The book is a thoroughly good oo»."—Sck^olmatier. 



FACTORY ACC0UNT5: their PRINCIPLES & PRACTICE. 

A Handbook for Accotintants and Manufacturer 
Nomenclattire of Machine Details; the Income 



A Handbook for Accotintants and Manufacturers, with Appendices on the 
Nomenclattire of Machine Details; the Income Tax Acts; the Rating of 
Factories ; Fire and Boiler Insurance ; the Factory and Workshop Acts, sc, 



including also a Glossary of Terms and a large number of Specimen Rulings. 
By Emile Garckb and J. M. Fblls. Fourth Edition, Revised and Enlarged. 

Demy 8vo, 350 pp., strongly bound O/O 

" A very interesting description of the requirements of Factory Accounts. . . . The principle 
of assimilating the Factory Accounts to the general commercial books is one which we tborougtily 
agree with."— Acccuntants' journal. 

" Characterised by extreme thoroughness. There are few owners of factories who would not 
derive great benefit from the perusal of this most admirable work."— Lccai Gavtmmtnt ChrvnicU. 

MODERN METROLOGY. 

A Manual of the Metrical Units and Systems of the present Century. With 
an Appendix containing a proposed English System. By Lewis D. A. 
Jackson, A. M. Inst. C. E., Author of " Aid to Survey Practice," &c. Large 

crown 8vo, cloth 1 2/6 

"We recommend the work to all Interested In the practical reform of our weights and 



A SERIES OF METRIC TABLE5. 

In which the British Standard Measures and Weights are compared with those 
of the Metric System at present in Use on the ContinenL By C. H. Dowling, 

C.E. 8vo, strongly bound 10/6 

" Mr. DoiHing's Tables are well put together as a ready reckoner for the conversion of one 
system Into the other. "-^CWiMrww*. 

THE IRON AND METAL TRADE5' COMPANION. 

For Expeditiously Ascertaining the Value of any Goods bought or sold by 

Weight, from is. per cwt. to xxas. per cwt., and from one farthing per pound to 

one shilling per pound. By Thomas Downib. 396 pp., leather . . 9/0 

" A most useful set of Ublee, nothfaig like them before existed."— ^MiWMf Newt. 

" Although speciallT adapted to the iron and metal tradaa, the tables wfll be found usefiil in 

eveiy other business hi wUch merchandise Is bought and sold by weight."— A«(/muiy ^rtms. 
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NUMBBRt WBIQHT, AND FRACTIONAL CALCULATOR. 

Containing upwards of 950,000 Separate CalcnlatioBi, showing at a Glance the 

Value at 49a Different Rates, ranging from y^^ of a Penny to sos. each, or per 

cwt., and £ao per ton, of any number of articles oonsecnnvely, from x to 470. 

Any number or cwts.. ars., and lbs., from z cwt. to 470 cwts. Any number of 

tons, cwts., qrs., and lbs., from i to z,ooo tons. By William Chadwick, 

Public Accountant. Thira Edition, Revised. 8vo, strongly bound . 1 8/0 

" It b as easy of reference for any answer or any number of answers as a dictUmary. For 

making up accounts or estimates the book must prove uiTSluable to all who have any conslaerable 

quantity of cakuUtlons involving price and measure in any combination to do"^^ngitutr. 

" The most perfect work of the kind yet prepared."— Ci!ui;f»w Htraid, 

THE WEIGHT CALCULATOR. 

Being a Series of Tables upon a New and Comprehennve Plan, exhibiting at 
one Reference the exact Value of any Weight frt>m z lb. to zs tons, at 300 
Progressive Rates, from xd. to z68s. par cwt., and containing z86.ooo Direct 
Answers, which, with their Combinations, consisting of a single addition 
(mostly to be performed at sight), will aflord an aggregate of zo,a66,ooo 
Answers ; the wnole being calculateid and designed to ensure correctness and 
promote despatch. By Henky Harbbn, AcconntanL Fifth Edition, carefully 
Corrected. Royal 3vo, strongly half-bound £1 Ss. 

" A practical and useful work of reference for man of bttsiness generally."— /rwMMMiMr. 

"Of p ri eelei s value to business men. It is a necenaiy book in all mercaatfle offices."— 
Sh^aUid IndtftndenL 

THE DISCOUNT GUIDE. 

Comprising Mveral Series of Tables for the Use of Merchants, Manufacturers, 
Ironmongers, and Others, by which maybe ascertained the Exact Profit arising 
from anv mode of using Discounts, either in the Purchase or Sale of Goods, and 
the method of either Altering a Rate of Discount, or Advancing a Price, so as 
to produce, by one operation, a sum that will realise anv required I^ofit after 
allowing one or more Discounts: to which are added Tables of Profit or 
Advance from i^ to 90 per cent.. Tables of Discount from zj; to 98] per cent., 
and Tables of Commission, &c., from | to 10 per cent. By Henry Harbbn, 
Accountant. New Edition, Corrected. Demy 8vo, half-bound . £1 0*. 
" A book sucti as this can only be appreciated by business men, to whom the savinir of time 

means saving^ of money. The work must prove of great value to merchants, manuActurers, and 

ireneral \nAvr%.*'— British Tradt Jcuntal, 

TABLES OP WAQE5. 

At 54, 53, 50 and ^8 Hours per Week. Showing the Amotmts of Wases from 
One quarter of an hour to Sixty-four hours, in each case at Rates of Wages 
advancing by One Shilling frt>m 4^. to 55s. per week. By Tros. Garbutt, 
Accountant. Square crown 8vo, half-bound 6/0 

IRON-PLATE WEIGHT TABLES. 

For Iron Shipbuilders, Engineers, and Iron Merchants. Containing the 
Calculated Weights of upwa^ of Z5o,ooo different sizes of Iron Plates from 
z foot by 6 in. by i in. to zo feet by « feet by z in. ^ Worked out on the Basis of 
40 lbs. to the square foot of Iron ot z inch in thickness. By H. Burlinson 
and W. H. Simpson. 4to, half-bound £1 6s, 

MATHEMATICAL TABLES (ACTUARIAL). 

Comprising Commutation and Conversion Tables, Logarithzns, Cologarithms, 
Antilogarithms and Reciprocals. By J. W. Gordon. Royal 8vo. mounted 
on canvas, in cloth case. [Just Publishsd, 5/0 
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AGRICULTURE, FARMING, 
GARDENING, ftc. 



THE COMPLETE QRAZIBR AND PARMER'S AND 

CATTLE BRBBDBR'S ASSISTANT. 

A Compendium of Husbandrv. Originally Written bv William Youatt, 
Thirteenth Edition, entirely Re-written, considerably Enlarged, and brought 
up to the Present Reauirements of Agricultural Practice, by William 
Frxam, LL.D., Steven Lecturer in the University of Edinburgh, Author of 
"The Elements of Agriculture," &c. Royal 8vo, z,zoo pp.. with over 
450 Illustrations, strongly and handsomely bound . . . £1 lis, 60. 
Summary of Contents. 

BOOK I. ON THE VaRIBTIBS. BRBBDING, | BOOK VII. ON THE BRBBDING, RBARING. 



Rearing. Fattening and Managb- 
MBNT OF Cattle. 

Book II. On the Economy and Man- 
agement OF THE Dairy. 

Book III. On the breeding^ Rearing. 
AND Management of horsbs. 

BOOK IV. ON THE Breeding. Rearing, 
AND Fattening op Sheep. 

Book v. on the brebding. Rearing, 
AND Fattening op swine. 

Book vi. on thb Diseases op Uvu 

STOCK. 



AND Management of poultry. 
BOOK VIII. on Farm Oppicbs and 

Implements of Husbandry. 
Book ix. on the culture and Man- 
agement OF Grass Lands. 
Book X. On the Cultivation and 

Application of Grasses, Pulse and 

Roots. 
Book Xl. On Manures and their 

Application to Grass Land and 

Crops. 
Book xil MoimiLY Calendars op 

farmwork. 



*»• Opinions of thb Press on the New Edition. 
" Dr. Ffeam te to be congratnlated on the succeasful attempt he has made to give ns a woric 
h trfll at once become the standard classic of the form practice of the coontiy. We believe 
It wlU be found that It has no compeer among the many wories at preaent In mbtence. . . . 



that it will be found that it has no compeer among the many « ^ . . . 

The illustrations are admirable, while the frontispiece, which represents the well-known bull. 
New Year's Gift, bred by the Queen, is a work of art."— rA< Tiftus. 

"The book must be recognised as occupying the proud posidon of the most exhausdre woric 
of reference in the English language on the subject with which It deals."— yfM<»un<m. 

" The most comprehensive guide to modem fann practice that exists in the English language 
to-day. . . . The Dook is one that ought to be on every form and in the library of every land 
owner."— ^arA Lane Express. 

" In point of exhausriveness and accuracy the work win certainly hold a pre-eminent and 
unique posnion among books dealing with scientific agricultural practice. It is, in foct, an agricul- 
tursl library of itself.''— AT^rt* BrMsA AgricuUurisL 

" A compendium of authoritative and well-ordered knowledge on every conceivable branch of 
the work of the live stock former; probably without an equal hi this or any other country."— 
Vvrkshire Past. 

FARM LIVE STOCK OF GREAT BRITAIN. 

By Robert Wallace, F.L.S., F.R.S.E.. &c.. Professor of Agricalttire and 
Rural Economy in the University of Edinburgh. Third Edition, thoroughly 
Revised and considerably Enlarged. With over zao Phototypes of Prize 
Stoclc Demy 8vo, 384 pp., with 79 Plates and Maps, cloth. . 1 2/6 

" A really complete work on the history, breeds, and management of the form stock of Great 
Britain, and one which is likely to find its way to the shelves of every country gentleman's Ubraiy." 

" The latest edition of * Farm Live Stock of Great Britafai ' Is a production to be proud of, and 
its issue not the least of the services which its author has rendered to agricultural science."— 
Scottish Farmer. 

"The book is very attractive, . . . and we can scarcely Inuuvlne the existence of a 
fomar who would not like to have a copy of this beautiful and useful wwtk. —Mark Lane Express. 

NOTE-BOOK OF AGRICULTURAL FACTS & FIGURES 
FOR FARMERS AND FARM STUDENTS. 

By PRIMROSB McCoknkll, B.Sc., Fellow of the Highland and Agricultural 

Society, Author of " Elements of Farming." Sixth Edition, Re-written, Revised, 

and greatly Enlarged. Fcap. Bvo, 480 pp., leather. [Just Published, 6/0 

Summary of Contents 5 Surveying and Levelling. — Weights and 

Measures. — Machinery and Buildings. — Labour. — Operations. — Draining. — 

embanking.— geological memoranda- soils.— manures.— cropping.— crops.— 

Rotations. — Weeds.- Feeding. — Dairying.— Live Stock. — horses. — Cattle. — 

shebp.—pigs.— poultry.— forestry.— horticulture.— miscellaneous. 

" No fumer, and certainly no agricultural student, ought to be without thb iWK/OMm-fw-^g r sw 
ll of an subjects connected with the ium."— North British AeriatUurist, 



ul of an subjects connected with the turn."— North British AgricuUurisU 
" This little pocket-book contains a large amount of useful information upon an kinds of agii- 

cultnxal subjects. Something of the kind has long been wanted."— A/arA Lane E)^prtss. 

"The amount of information it contains is most surprising; the arrangement of the matter Is 

so methodical— although so comp r e o sed a s to be intelligible to ereryone who takes a glance through 

its page*. Tbqr teem with lnfonnatk]ii."—^anM €md llome. 
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BriHsh jlgricuUHrisL 
"It is the 



BRITISH DAIRYING. 

A Handj Voloine on the Work of the Dairy-Farm. For the Use of Technical 
Instruction ClasseSi Students in Agricultund Collies and the Working Dairy- 
Farmer. By Prof. J. P. Shbldon. With Illustrations. Second Edition, 
Revised. Crown 8vo, cloth. [Just Published. 2/6 

" ConfidentlT roeommended as a uaeftd text-book oa daizy Hna!lng.''—j4gy'ieuthtrmi GoMttit. 
"Probably the best half-crown manual on dairy work that has yet been pfoduced."— JV«r«lk 
' ■ UurisL 

soundest Utde work we hare yet teen on the subject"— nh« Timts. 

MILK, CHBESB, AND BUTTER. 

A Practical Handbook on their Properties and the Processes of their Produc- 
tion. Including a Chapter on Cream and the Methods of its Separation from 
Milk. By Iohh Olivbr, late Principal of the Western Dairy Institute, 
Berkeley. With Coloured Plates and aoo Illustrations. Crown 8vo, cloth. 

7/6 

" An exhaustive and masterly pioduction. It may be cordiaUy recommended to all students 
and practitioners of dairy science.' —North British AgricuUurist, 

" We recommend this very comprehensive and carefully-written book to dairy-farmers and 
students of dairying. It is a distinct acquisition to the library of the asricultuiist."— w<fTinii'/wrie/ 



SYSTEMATIC SMALL FARMING. 

Or, The Lessoiu of My Farm. Being an Introduction to Modem Farm 
Prikctice for Small Farmers. By R. Scott Burn, Author of " Outlines of 

Modem Farming," &c. Crown 8vo, cloth 6/0 

" This is the completest book of Its class we have seen, and one which every amateur fkrmer 
win read with pleasure, and accept as a ^\^"—Fitld. 

OUTLINES OP MODERN FARMING. 

By R. Scott Burn. Soils, Manures, and Crops— Farming and Fanning 
Economy — Cattle^ Sheep, and Horses — Management of Dairy^ PigSi <uid 
Poultry— Utilisation of Town-Sewage, Irrigation, &c. Sixth Edition. In One 
Vol., 1,350 pp., half-bound, profusely Illustrated 1 2/0 

FARM ENGINEERING, The COMPLETE TEXT-BOOK of. 

Compridng Draining and Embanking ; Irrigation and Water Supoly ; Farm 
Roads, Fences and Gates ; Farm Buildings ; Bam Implements and Xfachines ; 
Field Implements and Machines ; Agricultural Surveving, &c. Bv Professor 
John Scott. In One Vol., x,x5o pp., half-boimd, with over 600 Illustrations. 

12/0 
" Written with great care, as weD as wHh knowledife and ability. The author has done his 
work well ; we have found him a very trustworthy piide wherever we have tested his statements. 
The volume will be of great value to agricultural students."— .IfarA Lane Ei^tss. 

THE FIELDS OF GREAT BRITAIN. 

A Text-Book of Agriculture. Adapted to the Syllabus of the Science and 
Art Department. For Elementary and Advanced Students. By Hugh 
Clsmknts (Board of Trade). Second Edition, Revised, with Additions. 

i8mo, cloth 2/6 

" It is a long time since we have seen a book which has pleased us more, or which contains 
such a vast and usieful fund of knowledge."— A/mcbM^ho/ Tima. 

TABLES and MEMORANDA for FARMERS, GRAZIER5, 

AGRICULTURAL 5TUDBNT3p SURVBYOR3, LAND AaBNT5, 
AUCTIONEERS, &c. 

With a New System of Farm Book-keeping. By Sidnsy FRANas. Fourth 
Eldition. 972 pp., waistcoat-pocket sixe, limp leather . '1/6 

" Weiffhinsr less than i oz., and occupving no more space than a match-box. ft contains a mass 
of fects ana calculations which has never beiore, in such handv form, been obtainable. Every 
operation on the farm is dealt with. The work may be taken as thorouifhly accurate, the .whole of 
the tables having been revised by Dr. Fream. We cordially recommend it."— BeWs H'ttJtly 
Mtssenger. 

THE R0THAM5TED EXPERIMENTS AND THEIR 

PRACTICAL LE550N5 FOR PARMER5. 

Part I. Stock. Part II. Crops. By C. J. R. Tippbk. Crown 8vo, cloth. 

[Just Published. 3/6 
"We have no doubt that the book wiU be wel c om e d by a large class of faimers and others 
nterested In agriculture."— 5ta«MAirdl 



AGRICULTURE, FARMING. GARDENING. ««. 45 



FERTILISERS AND FEEDING 5TUFF5. 

A Handbook for the Practical Fanner. By Bbrnaro Dvkk, D.Sc. (Lond.X 

With the Text of the Fertiliaers and Feeding Stuffs Act of 1893. &c Third 

Edition, Revised. Crown 8vo, cloth. [Just PMbtishtd. 1 /O 

"This little book is precisely wkat It professes to be— *A Handboolc for the Practical 

Fanner.' Dr. Dyer has done fanners good service in placing at their disposal so much useful 

infonnadon in so inteUigible a form."— 7^ Times. 



BEES FOR PLEASURE AND PROFIT. 

A Guide to the Manipulation of Bees, the Production of Honey, and the 
General Management of the Apiarv. By G. Gordon Samson. With 
numerous Illustrations. Crown 8vo, cloth I/O 



BOOK-KEEPING for FARMERS and ESTATE OWNERS. 

A Practical Treatise, presenting, in Three Plans, a Svstem adapted for all 
Classes of Farms. By Johnson M. Woodman, Chartered Accountant. 
Second Edition, Revised. Crown 8vo, cloth hoards, 8/6 ; or, cloth limp, 2/6 
** The Tolume Is a capital study of a most important subject."— ^^ricM/fwm/ GoMtik. 

WOODMAN'S YEARLY FARM ACCOUNT BOOK. 

Giving Weekly Labour Accotmt and Diary, and showing the Income and 
Expenditure tinder each Department of Crops, Live Stock, Dairy, &c., &c. 
With Valuation, Profit and Loss Account, and Balance Sheet at the £nd of the 
Year. By Johnson M. Woodman, Chartered Accountant. Second Edition. 

FoUo, haIf.bound J^et 7/6 

"Contains every requisite form for keeping &rm accounts readQy and accurately."— 
A^rlcuititre, 

THE FORCING GARDEN. 

Or, How to Grow Early Fruits, Flowers and Vegetables. With Plans and 
Estimates for Building Glasshouses, Pits and Frames. With Illustrations. 

By Samubl Wood. Crown 8vo, cloth 3/6 

" A good book, containing a great deal of valuable teaching. ^-Gmrdenert' MofOMint, 

A PLAIN GUIDE TO GOOD GARDENING. 

Or, How to Grow Vegetables, Fruits, and Flowers. By S. Wood. Fourth 
Edition, with considerable Additions, and numerous Illustrations. Crown 

8vo, cloth 3/6 

" A very good book, and one to be highly recommended as a practical guide. The practical 
directions are excellent."— yfM/M<r««M. 

MULTUM-IN-PARVO GARDENING. 

Or, How to Make One Acre of Land produce /J690 a year, by the Cultivation 
of Fruits and Vegetables ; also. How to Grow Flowers in Three Glass Houses, 
so as to realise AZ76 per annum clear Profit. By Samuel Wood, Author of 
" Good Gardening, &c. Fifth and Cheaper Ediuon, Revised, with Additions. 

Crown 8vo, sewed I/O 

" We are bound to recommend it as not only suited to the case of the amateur and gentle- 
man's gardener, but to the market grower.''— GanUturs' MaguMint. 

THE LADIES' MULTUM-IN-PARVO FLOWER GARDEN. 

And Amateur's Complete Guide. By S. Wood. Crown 8vo, cloth . 3/6 
" FuD of shrewd hints and useful instnictions, based on a Ufetime of experience. ''~>Saiiteif(afi. 

POTATOES: HOW TO GROW AND SHOW THEM. 

A Practical Guide to the Cultivation and General Treatment of the Potato. 
By J. Pink. Crown 8vo 2/0 

MARKET AND KITCHEN GARDENING. 

By C. W. Shaw, late Editor of ^n&suV lUusirtUed. Qoth . 8/6 

" Tb* nest valuable cempcndlum of Utchen and market-garden work published."— A'armrr. 
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AUCTIONEERING, VALUING, LAND 
SURVEYING, ESTATE AGENCY, &c. 



THB APPRAISER, AUCTIONEER, BROKER, HOUSE 

AND asTATB AQBNT AND VALUBR'3 POCKBT A55I5TANT. 

For the Valaation for Purchase, Sale, or Renewal of Leases, Annuities, and 

Reyersions, and of Property generally ; with Prices for Inventories, &c. By 

ToHN Whbblbk, Valuer, &c. Sixth £dition. Re-written and greatly Extended 

By C. NoRRis, Surveyor, Valuer, &c. Royal jamo, cloth . 6/0 

" A neat and conciM book of refer«nc«, containing >n admlimble and clearty^aRanged list of 

piicesforlnTentories,anda very practical guide to determine ttie value of furniture, Ac.''--St»mdard. 

" Contains a largv quantity of varied and useful information as to the valuation for purcliaie, 

sale, or renewal of leases, annuities and reversions, and of property nneiallj, with prices fiw 

inventoiias, and a guide to determine the value of Interior fittings and otSar eflecta>"-^iitfd^. 

AUCTIONEERS: THEIR DUTIES AND LIABILITIES. 

A Manual of Instruction and Counsel for the Young Auctioneer. ^ By Robkrt 
Squibbs, Auctioneer. Second Edition, Revised and partly Re-written. Demy 

8vo,cloth 12/6 

" The standard text-book on the topics of which it treats. "-^M<n«M«M. 
"The woric is one of general exceUent character, and givea much inibnnatiaa in a coai<. 
pwidloiis and satialactory tonn."^SuiltUr, 

"May be recommended as giving a sreat deal of Infbimatloa on the law relating to 
auctioneers, in a very readable form. — Z^rw youmal. 

" Auctioneers may be congratulated on having so pleasing a writer to B 
needs. "—S^licUors' youmat, 

INWOOD'5 TABLES FOR PURCHASING E5TATE5 

AND FOR THB VALUATION OP PROPBRTIBS, 

Including Advowsons, Assurance Policies, Copyholds, Deferred Annuities, 
Freeholds, Ground Rents, Immediate Annuities, Leaseholds, Life Interests, 
Mortgages, Perpetuities, Renewals of Leases, Reversions, Sinking Funds, 
&c., &c. 2^th Edition, Revised and Extended bv William Schooling. 
F.R.A.S., with Logarithms of Natural Numbers and Thoman's Logarithmic 
Interest and Annuity Tables. 336 pp.. Demy 8vo, cloth. 

[/ust/mSlisAtd. NgiBIO 
" Those Interested bi the purchase and sale of estates, and bi the acUtistmeot of compensation 
cases, as weU as in transactions in annuities, life insurances, 8k., will find tiie present edition of 
eminent service."— fftfiMcrWftf'. 

" * Inwood's Tables ' still maintain a most enviable reputation. The new Issue has been 
enriched by large additional contributions by M. F^dor Thoman, wlioee caraftiOy amnged Tables 
cannot fail to be of the utmost utility."— A/ft»<«v' 7*urmmi. 

THE AGRICULTURAL VALUER'S A55I5TANT. 

A Practical Handbook on the Valuation of Landed Estates ; including Rules 
and Data for Measuring and Estimating the Contents, Weights and Values of 
Agriculttiral Produce and Timber, and the Values of Feeding Stufis, Manures, 
and Labour ; with Forms of Tenant-Right Valtiations, Lists of Local Agricu1> 
tural Customs, Scales of Compensation under the Agricultural Holdings Act, 
&c., &C. By Tom Bright, Agricultural Surveyor. Second Edition, Enlarged. 

Crown 8vo, cloth S/O 

" Full of Ubies and examples in connection with the valuation of tenant-right aMatas, labour, 

contents and weights of timber, and farm produce of all kinds."— ^«rrirw/Air«/CKij»cMr. 
" An eminently practical handbook, full of practical tables and data of undoubted ~ 

value to surveyors ana auctioneers in preparing valuations of all kinds. "-^a i wwi . 

POLE PLANTATIONS AND UNDERWOODS. 

A Practical Handbook on Estimating the Coat of Forming, Renovating, 
Improving, and Grubbing Plantations and Underwoods, their Valuation for 
Purposes of Transfer, Rental, Sale or Assessment. By Tom Bright. Crown 

8vo, cloth 8/0 

"To valuers, foresters and agents It will be a welcome aid."— ;V0*M BrMsJk AgrieuUmitt, 
" Well calculated to assist the valuer in the discharge of his duties, and of undoubted lnt«nfllit 
and use both to surveyois and a u ct to n ee w in preparing valuations of all )dDaM.''—JCmt Mirmid, 
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THB AGRICULTURAL SURVEYOR'S HANDBOOK. 

A Comprehensive Manual of Practical Rules, Formule, Tables, and Data for 
the Use of Surveyors, Estate Agents, Agriculturists, Landowners, and othets 
interested in the Management, Equipment, or Valuation of Landed Estates. 
By Tom Bright, Agricultural Surveyor and Valuer, Author of " The AfpA^ 
cultural Valuer's Assistant," &c. Pocket-book sixe. 

INearly Ready, Price mbouiflQ 

THE LAND VALUER'S BEST ASSISTANT. 

Being Tables on a very much Improved Plan^ for Calculating^ the Value of 
Estates. With Tables for reducing Scotch, Insh, and Provincial Customary 
Acres to Statute Measure. &c. By R. Huz>son, C.E. New Edition. 

Royal samo, leather, elastic oand 4/0 

"Of incalculable value to the country gentleman and professional num. "—FanfMrr* youmal. 

THE LAND IMPROVER'S POCKET-BOOK. 

auired in any Computation 
roperty. By TohnEwart, 
oblong, leather . AlO 
" A compendious and handy little volume."— s^|^M<M9r. 

THE LAND VALUER'S COMPLETE POCKET-BOOK. 

Being the above Two Works bound together. Leather .... 7/6 

HANDBOOK OP HOUSE PROPERTY. 

A Popular and Practical Guide to the Purchase, Mortgage, Tenancy, and 
Compulsory Sale of Houses and Land, including Dilapidations and Fixtures : 
with Examples of all kinds of Valuations, Information on Building and on the 
ri^ht use of Decorative Art. By E. L. Tarbuck, Architect and Surveyor. 
Sixth Edition, zamo, cloth 6/0 

"The advice is thoroughly practical "—/«» youmal. 

" For all who have dealings with house property, this is an indispensable guide''— Z)er0nrMMw. 

" Carefully brought up to date, and much improved by the addition or a division on Fine 
Aft. ... A well-written and thoughtful work."— Land A foifs Rteord. 



LAW AND MISCELLANEOUS. 



MODERN JOURNALISM. 

A Handbook of Instruction and Counsel for the Young Journalist. By John 
B. Mackib, Fellow of the Institute of Journalists. Crown 8vo, cloth . 2/0 
" This invaluable guide to Journalism is a work which all aspirants to a Journalistic career wil 
read with advantage."— y^*«r»«a/fcfA 

HANDBOOK FOR SOLICITORS AND ENGINEERS 

Engaged in Promoting Private Acts of Parliament and Provisional Orders for 



the Authorisation of Railways, Tramways^ Gas and Water Works, &c. 
By L. Livingstone Macassby, of the Middle Temple, Barrister-at-Law, 
M. Inst. C.E. 8vo, doth £1 5s. 



PATENTS for INVENTIONS, HOW to PROCURE THEM. 

Compiled for the Use of Inventors, Patentees and others. By G. G. M. 
Hardingham, Assoc. Mem. Inst. CE., &c Demy 8vo, cloth '1/6 



CONCILIATION & ARBITRATION la LABOUR DISPUTES. 

A Historical Sketch and Brief Statement of the Present Position of the 
Question at Home and Abroad. By T. S. Jeans, Author of " England's 
Supremacy," &c. Crown Svo, aoo pp., cloth . ..... 2/6 
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EVERY MAN^S OWN LAWYER. 

A Handy-Book of the Principles of Law and Equity. With a ConcUe 
Dictionary of Legal Terms. Bv A Barrister. Thirty-sixth Edition, care- 
fully Revised, and including New Acts of Parliament of 1898. Comprising 
the Benefices Act^ i8i)8; new Marriage (Nonconformists) Act^ i8q8; 
InebriuUs Aci^ 'S98; Criminal Evidence Act^ 1898; Vaccination Act, idoS; 
VarroMC^ Act, 1898; besides the Workmen^s Compensation Act, 1807; 
Infant Life Protoction Act, 1897; Land Tratu/er Act, 1807, *^«i ^C' 
/ndicial Decisions during the year have also oeen duly noted. Crown 
8vo, 750 pp. Price 6/8 (saved at every consultation IX strongly bound in 
cloth. C/«w/ Published, 

Ths Book will bt found to comprise {amongst other mattery— 

The Rights and wrongs of individuals— LA^rDLORD and Trnant— Vendors 
AND Purchasers— Leases and mortgages— Principal and agent— Partnership 
AND Companies— MAS! ERS. Servants and Workmen— contracts and Agreements 
— BORRowHRS. Lenders and sureties— Sale and Purchase of goods— Cheques. 
Bills and notes— Bills of Sale-Bankruptcy— Railway and shipping Law- 
Life. Fire. AND Marine Insurance— Accident and Fidelity Insurance— Criminal 
Law— Parliamentary elections— County Councils— District councils— Parish 
Councils— municipal Corporations— Libel and slander- public Health and 
Nuisances— Copyright, Patents, trade Marks— Husband and Wife- Divorce- 
Infancy— Custody OF Children— trustees and Executors— Clergy. Church- 
wardens, &c.— Game Laws and sporting— Innkeepers— Horses and Dogs— Taxes 
AMD Death Duties— Forms of agreements, wills. Codicils. Notices. &c 



•^ The object 9/ thU iv«rk is te enabU tkos* -mho consuit it te help thtmsetms to the 
tmw ; atut tkertby to dispense, as far tu possible, -with professional assistamx and advict. Tkert 
art many wrongs and grievances vrhick persons submit to from tim* to time through not 
knowing how or where to appiy /or redras : and many persons have as great a dread if a 
lawyer's ojfice as ^a lion's den. H'iih this hook at hand it is believed that many a SlX-AND- 
ElGHTPENCB mav be saved; manv a wrong redressed; many a right reclaimed; many a law 
suit avoided ; and many an evil abated. The work has establtshed itself as the standard legal 
adviser o/all classes, and has also made a reputation /or itse{/ as a use/itl book 0/ r%ferenee/br 
lawyers residing at a distance /rom law libraries, who are glad to have at hand a work 
embodying recent decisions and enactments. 

Opinions op thb Pubs. 

" It is ■ complete code of English Law written In plain language, wliich all can understand. 

. . . Should be in the hands of every business man, and all who wish to abollah lawvets bflH ."— 
tFeekly Times. 

" A useful and concise epitome of tlielaw, compiled with couideiabie care. '—Law Uaguoine. 

" A complete digest of the most useful facts which constitute Englisb ]aw."— Globe. 

"This exceUent handbook. . . . Admirably done, admirably arranged, and admirably 
ch«ap." — Leeds Mercury. 

" A conciitt. cheap, and complete epitome of the English law. So plainly written that he who 
runs may read, and he who reada may understand. "—Figaro. 

" A dictjonary of legal facts weU put together. The book is a very osafid oDe."-^^idto*r. 

THE PAWNBROKER'S. FACTOR'S, AND MERCHANT'S 
QUIDB TO THB LAW OP LOANS AND PLBIKiB5. 

With the Statutes and a Digest of Cases. By H. C. Folkard, Banisters- 
Law. Cloth '. . 3/5 

LABOUR CONTRACTS. 

A Popular Handbook on the Law of Contracts for Works and Services. By 
Davi d Gi ebons. Fourth Edition, with Appendix of Statutes by T. F. Uttley, 
Solicitor. Fcap. 8vo, cloth 3/O 

SUMMARY OF THE FACTORY AND WORKSHOP ACTS 

(1878-1891). For the Use of Manufacturers and Managers. By Emilb 
Garcks and J. M. Fblls. (Reprinted from •'Factory Accounts.") 
Crown 8vo, sewed Qo 

BAADBURY, ACNBW, & CO. LD., PRINTERS, LONDON AND TONBRIDCB 



WEALE'S SERIES 



OF 



SCIENTIFIC AND TECHNICAL 

WORKS. 



** It is not too much to say that no books have ever proved more 
popular with or more useful to young engineers and others than the 
excellent treatises comprised in Weale's Series." — Engineer. 



^ ja^to Claaatto list. 



CIVIL ENQINEERINQ AND SURVEYING 2 

MINING AND METALLURGY .... 8 

l/ECHANtCAL ENQINEERINQ .... 4 

NAVIGATION. SHIPBUILDING. ETC . 6 



PAOK 

AROHITEOTURE AND BUILOINQ . . 6 

INDUSTRIAL AND USEFUL ARTS. . 9 

AGRICULTURE, QARDENING. ETC. . lO 

MATHEMATICS, ARITHMETIC. ETC . 12 



BOOKS OF REFERENCE AND MISCELLANEOUS VOLUMES 




GriLls 



CROSBY LOCKWOOD AND SON, 

7, STATIONERS' HALL COURT, LONDON, E.G. 

1899. 



2 weale's scientific and technical series. 

CIVIL ENGINEERING & SURVEYING. 
Givil Bngineerintf. 

By Henry Law. M. Inst. CE Including a Treatise on Hvuraulic 
Enginerrinc by G. R. Burnsi.l, M.I.CE. Seventh £<J tioii, revi<«ed, 
with Large Additions by D. K. Clakk, M.I.CE. . . 6/6 

Pioneer Engineering: 

A Treatise on the Engineering Operations connected with the Settlement ot 
Waste Lands in New Coontries. By Edward Dobson, A.I.C.E With 
numerous Plates. Second Edition 4/6 

Iron Bridtfes of Moderate Span: 

. Their (^njitruction and Erection. By Hamilton W. Pendrbd. With 40 
Illustrations 2/0 

Iron and Steel Bridges and Yiaduota. 

A Practical Treatise upon their Construction for the use of Engineers, 
Draughtsmen, and Students. Hy Francis C ampin, C.E. With nuitierous 
Illustrations [Just Ptthlished 3/6 

Oonstruotional Iron and Steel Work, 

As applied to Public, Private, and Domestic Buil lings. By Francis 
Campin, C.E 3/6 

Tubular and other Iron Girder Bridges. 

Describing the Britannia and Conway Tubular Bridges. By G. Dkysualr 
Dempsey, C.E. Fourth Edition 2/0 

Materials and Oonstruotion : 

A Theoretical and Practical Treatise on the Strains, Designing, and Erec- 
tion of Works of Construction. By Francis Cam PIN, C.E. . 3/0 

Sanitary Work in the Smaller Towns and in Villages. 

By Charles Slagg, Assoc. M. Inst. C.E. Sectmd Edition . . 3/0 

Roads and Streets (The Oonstruotion of). 

In Two Parts: I. The Art of Constructing Common Roads, by H. 
Law, C.E., Revised by D. K. Clark, C.E. ; U. Rkxent Practice: In- 
cluding Pavements of Wood, Asphalte, etc By D. K. Clark, C.E. 4/6 

Gas Works (The Construction of), 

And the Manufacture and Distribution of Coal Gas. By S. Hughes, C.E. 
Re-written by William Richards, C.E. Eighth Edition . . 5/6 

Water Works 

For the Supply of Cities and Towns. With a Description of ihe Principal 
Geological Formations of Ensland as influencing Supplies of Water. Bv 
Samuel Hughes, F.G.S., C.E. Enlarged Edition .... 4/6 

The Power of Water, 

As applied to drive Flour Mills, and to give motion to Turbines and othet 
Hydrostatic Engines. By Joseph Glynn, F.R.S. New Edition . 2/0 

WeUs and Well-Sinkintf. 

By John Geo. Swindell, A. R. I. B. A, and G. R. BtiRNSLL, C.E. Revised 
Edition. With a New Appendix on the Qualities of Water. Illustrated 2/0 

The Drainage of I^ands, Towns, and Buildings. 

By G. D. Dempsey, C.E. Revised, with large Additions on Recent 
Practice, by D. K. Clark, M.I.CE. Third Edition . . . 4/6 

Bmbanking I^ands from the Sea. 

With Particulars of actual Embankments, &c By John Wiggins . 2/0 

The Blasting and Quarrying of Stone, 

For Building and other Purposes. With Remarks on the Blowing up of 
Bridges. By Gen. Sir J. Burgoyne, K.C B 1 /Q 

Foundations and Goncrete Works. 

With Practical Remarks on FooiinK^, Plankins, Sand, Concrete, B^ton, 
Pile-driving, Caissons, and Coflerdams. By E. Dobson, M R.I.B.A. 
3eventh Edition -J /^ 
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Pneumatica, 

Including Acoustics and the Phenomena of Wind Currents, for the Use of 
Beginners. By Charles Tomlinson, F.R.S. Fourth Edition . 1/6 

Ijand and Engineering Sunreying. 

For Students and Practical Use. ByT. Bakbr, C.E. Seventeenth Edition, 
Revised and Extended by F. E. Dixon, A. M. Inst. C.E., Professional .'\sso- 
ciate of the Institution of Surveyors. With numerous Illustrations and two 
Lithographic Plates [Just published 2/0 

Mensuration and Measuring. 

For Students and Practical Use. with the Mensuration and Levelling of 
Land for the purposes of Modem Engineering. By T. Bakkr, C.E. New 
Edition by £. Nugent, C.E • • 1/6 



MINING AND METALLURGY. 
Mineralo^, 

Rudiments of. By A. RamsaVj F.G.S. Third Edition, revised and 
enlarged. Woodcuts and Plates 3/6 

Coal and Goal Mining, 

A Rudimentary Treatise on By the late Sir Warington W. Smyth, 
F.R.S. Seventh Edition, revised and enkjTged 3/6 

Metallur^ of Iron. 

Containing Methods of Assay, Analyses of Iron Ores, Processes of Manu- 
facture of Iron and Steel, ftc. By K. Baurrman, F.G.S. With numerous 
Illustrations. Sixth Edition, revised and enlarged .... 6/0 

The Mineral Surveyor and Valuer's Gomplete Guide. 

By W. LiNTERN. Fourth Edition, with an Appendix ou Magnetic and 
Angular Surveying 3/6 

Slate and Slate Quarrying: 

Scientific, Practical, and Commercial. By D. C. Da vies, F.G.S. With 
numerous Illustrations and Folding Plates. Third Edition . . 3/0 

A First Book of Mining and Quarryintf, 

With the Sciences connected therewith, for Primaiy Schools and Self In- 
struction. By J. H. Collins, F.G.S. Second Edition . . .1/6 

Subterraneous Surveying, 

With and without the Magnetic Needle. By T. Fenwick and T. Bakkk, 
Ct,. Illustrated 2/6 

Minintf Tools. 

Manual of. By William Morgans, Lecturer on Practical Mining at the 
Bristol School of Mines 2/6 

Mining Tools, Atlas 

Of Engravings to Illustrate th« above, containing 235 Illustrations of Mining 
Tools, drawn to Scale. 4to . . ... . 4/6 

Physical Oeolo^, 

Partly based on Major-General Portlock's " Rudiments of Geolocy." 
By RalphTatk, A.L.S., &c. Woodcuts 2/0 

Historical Oeolo^, 

Partly based on Major-General Portlock's " Rudiments." By Ralph 
Tate, A.L.S ,&c. Woodcuts 2/6 

G«olo^, Physical and Historical. 

Consisting of *' Physical Geology," which sets forth the Leading Principles 
of the Science ; and " Historical Geolotsy," which treats of the Mineral and 
Organic Conditions of the Earth at each successive epoch. By Ralph 
Tate. F.G.S 4/6 

Bleotro-Metallur^, 

Practically Treated. By Alexander Watt. Tenth Edition, enlarged 
and revised, inclndin? the most Recent Proce«^< . .3/6 
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MECHANICAL ENGINEERING. 
The Workman's Manual of Engineering! Drawing. 

By John Maxton, Instructor in Engineering Drawing, Royal Naval 
College, Greenwich. Seventh Edition. 300 Plates and Diagrams . 3/6 

Fuels: Solid, Liquid, and Gaseous. 

Their Analysis and Valuation. For the Use of Chemists and Engineers. 
By H. J. Phillips, F.C.S., formerly A nalytical and Consulting Chemist 
to the Great Eastern Railway. Second Edition, Revbed . . . 2/0 

Fuel, Its Combustion and Economy. 

Consisting of an Abridgment of " A Treatise on the Combastion of Coal and 
the Prevention of Smoke." By C. W. Williams, A.I.C.E. With Exten- 
sive Additions by D. K. Clark, M. InsL C.E. Third Edition . 3/6 

The Boilermaker's Assistant 

In Drawing. Templating, and Calculating Boiler WorV, &c By J. Coubt- 
NKV, Pracucal Boilermaker. Edited by D. K. Clark, CE. . 2/0 

The Boiler-Maker*s Ready Reckoner, 

With Examples of Practical Geometry and Templating for the Use 01 
Platers. Smiths, and Riveters. By Johm Courtney. Edited by D. K. 
Clark, M.I.C.E. Second Edition, revised, with Additions 4/O 

%• The last two IVorki in On* Volume^ kaU-bound, enhtled " Thb Boiler- 
maker's Rbady-Reckonrr and Assistant. ' By J. Courtney and 
D. K. Clark. Price jm. 

Steam Boilers: 

Their Coniitruction and Management By R. Armstrong, CE. Illustrated 

1/6 
Steam and Machinery Management. 

A Guide to the Arrangement and Economical Management of Machinery. 
By M. Powis Bale. M. Inst. M.E. 2/6 

Steam and the Steam Engine, 

Stationary and Portable. Being an Extension of the Treatise on the Steam 
Engine of Mr. J. Sewell. By D. K. Clark, C.E. Third Edition 3/6 

The Steam Entfine, 

A Treatise on the Mathematical Theory of, with Rules and Examples for 
Practical Men. Bv T. Baker, CE 1/6 

The Steam Engine. 

By Dr. Lardnbr. Illustrated 1/6 

iHXiomotive Engines, 

ByG. D. Dbmpsey, C.E. With large Additions treating of the Modem 
Locomotive, by D. K. Clark, M. Inst. C.E 3/0 

iHXiomotive Engine-Driving. 

A Practical Manual for Enftineers in charge of Locomotive Engines. Bv 
Michael Reynolds. Eighth Edition, y. td. limp ; cloth boards 4/6 

Stationary Engine-Driving. 

A Practical Manual for Engineers in charge of Stationary Engines. Bv 
Michael Reynolds. Fourth Edition. 31. 6d. limp ; cloth boards. 4/6 

The Smithy and Forge. 

Including the Farrier's Art and Coach Smithing. By W. J. E. Crane. 
Seco nd E dition, revised 2/6 

Modem Workshop Practice, 

As applied to Mnrme, I.and, and Locomotive Engines, Floatine Docks, 
Dredemg Machines, Bridges, Ship-building, &c. By J. G. Winton. 
Fourtn Edition, Illustrated 3/6 

Weohanicai Engineering. 

Comprising Metallurgy, Moulding, Casting, Forging, Tools, Workshop 
Machinery, Mechanical Mnnipiilation, Manufacture of the Steam Engine, 
he. By Francis Cam iMN, C.E. Third Edition .... 2/6 

Details of Machinery. 

Comprising Instructions for the Execution of various Works in Iron in the 
Fititng-Shop, Foundry, and Boiler- Yard. By Francis Campin, C.E. 3/0 
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Blementary Eingineering : 

A Manual for Young Murine fclngineers and Apprentices. In the Form of 
Questions and Answer> on MetaU, Alloys, Strength of Materials, &c. 
By I. S. Brbwkr. Second Edition 2/0 

Power in Motion: 

Horse-power Motion, Toothed-Wheel Gearing, Long and Short Driving 
Bands, Angular Forces, &c. By James Akmou.,, C.E. Third Edition 2/0 

Iron and Heat, 

Exhibiting the Principles concerned in the Construction of Iron Be;iiiis, 
Pillars, and Girders. By J. Armour, C.E 2/6 

Praotioal Mechanism, 

And Machine Tools. By T. Bakbr, C.E. With Remarks on Tools and 
Machinery, by J. N ASM YTH, CE 2/6 

Mechanics : 

Being a concise Exposition of the General Principles of Mechanical Science, 
and their Applications. By Charles ToMULSMiN, F.R.S. . .1/6 

Cranes (The Construction of), 

And olhtr Machinrry for Raising Heavy Bodies for the Erection of Build- 
ings. &c By JosRPH Glynn, F.R.S. . . 1/6 



NAVIGATION, SHIPBUILDING, ETC. 
The Sailor's Sea Book: 

A Rudimentary Treatise on Navigation. By Jamrs Grrrnivood, B..A. 
With numerous Woodcuts and Coloured I'lates. New and enlargetr 
Eduion. By W. H. Rosskr . . 2/6 

Practical Navigation. 

Consisting of Thk Sailor's Ska- Book, by Jame.s Grrknwood and W. H. 
RosSRK ; together with Mathematical and Nautical T.-tbles for the Woikinj: 
of the Problems, by Henry Law, C.E., and Prof. J. R, Yuunu . 7/0 

Navigation and Nautical Astronomy, 

In Theory and Practice. By Prof. J. R. YouNu. New Edition. 2/6 

Mathematical Tables, 

For Trigonometrical, Astronomical, and Nautical Calculations ; to which is 
prefixed a Treatise on Logarithms. By H. Law, C E. To};eiher with a 
Series of Tables for Navigation and Nautical Astronomy. By Professor J. 
R. Young. New Edition 4/0 

Masting, Mast-Making, and Rigging of Ships. 

Also Tables of Spars, Rigging, Blocks; Chain, Wire, and Hemp Ropes, 
&c., relative to every class of vessels. By Robert Km'PING, N.A. . 2/0 

Sails and Sail-Making. 

With Draughting, and the Centre of Effort of the Saib. By Robert 
Kipping. N A 2/6 

Marine Engines and Steam Vessels. 

By R. Murray. C.E. Eighth t^iition, thoroughly revised, with Addi- 
tions by the Author and by Gkokgk Caki.i.slb, C.E. . . 4/6 

Iron Ship-Building. 

With Practical Examples. By John Grantham. Fifth Edition . 4/0 

Naval Architecture: 

An Exposition of Elementarv Principles. By Jambs Peaks . . 3/6 

Ships for Ocean and River Service, 

Principles of the Construction of. By Hakon A. Sommbrfbldt . 1 /6 

Atlas of Engravings 

To Illustrate theHbove. Twelve large folding Plates. Royal 4to,cloth 7/6 

The Forms of Ships and Boats. 

By W. BukND. Seventh Edition, revised, w<ih numerous Illustrations and 
ModeU 1/6 
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ARCHITECTURE AND THE 

BUILDING ARTS. 
Gonatraotional Iron and Steel Work, 

As applied to Public, Private, and Domestic Huilding<i. By Francis 
Campin, C.E 3/6 

Building Eatatea : 

A Treatise on the Development, Sale, Purchase, and Management of Build- 
ing Land. By F. Ma it land. Second Edition, revised . . 2/0 

The Soienoe of Building : 

An Elementary Treatise on the Principles of Construction. By E. Wynd- 
HAM Takn, M.A. Lond. 'I'hird Edition, revised and enlarged . 3/6 

The Art of Building : 

General Principles of Construction, Strength, and Use of Materials, Working 
Drawings, Specifications, &c By Edwakd DoBbON, M.R.I. B..\. . 2/0 

A Book on Building, 

Civil and Ecclesiastical. By Sir Edmund Bbckbtt, Q.C. (Lord Grim- 
THORPE). Second Edition 4/6 

Dwellin^-Houaea (The Erection of). 

Illustrated by a Perspective View, Plans, and Sections of a Pair of Villas, with 
Specification, Quantities, and Estimates. By S. H. Br»oks, Architect 2/^ 

Cottage BuUding. 

By C. Britcr Allen. Eleventh Edition, with Chapter on Economic Cot- 
Ugesfor Allotments, by E. E. Allen, C.E 2/0 

Acouatioa in Relation to Architecture and Building: 

The Laws of Sound as applied to the Arrangement of Buildings. By Pro- 
fessor T. RocRR Smith, F.R.LB.A. New Edition, Revised . -1/6 

The Rudiments of Practical Bricklaying. 

General Principles of Bricklaying; Arch Drawing, Cutting, and Setting; 
Pointing ; Pavmg, Tiling, &c. By Adam Hammo <d. With d8 Woodcuts 

1/6 
The Art of Practical Brick Gutting and Setting. 

By Adam Hammond. With 90 Engravings |/6 

Brickwork : 

A Practical Treatise, eml)odying the General and Hieher Principles of 
Bricklaying, Cutting and Setting ; with the Application ofGeoinetry to Roof 
Tiling, &c. By F. Walker 1/Q 

Bricka and Tilea, 

Rudimentary Treatise on the M.tnufacture of; containing an Outlihe of the 
Principles of Brickmakinjjr. By K. Dohs«»N, M.R.I.B.A. Additions bv 
C. Tomlinson, F.R.S. Illustrated 3/0 

The Practical Brick and Tile Book. 

Comprising: Brick and Tilr Making, >^y E. Doijson, A.I.CE. ; Prac- 
tical Bkicklaving, by A. Hammond; Bkickcutting and Setting, by 
A.Hammond. 550 pp. with 270 lUustratious, half-bound . . 6/0 

Garpenti^ and Joinery— 

The Elkmkntarv Princii'LES of Carpentkv. Chiefljr composed from the 
Standard Work of Thomas Tkedgold, C.E. With Additions, and Treatisk 
ON Joinery, by E. W. Tarn, M.A. Si.xth Edition, Revised . . 3/6 

Garpentry and Joinery— Atlaa 

Of 35 Plates to accompany and Illustrate the foregoing book. With 
Descriptive Letterpress. 410 6/0 



WEALE*S SCIENTIFIC AND TECHNICAL SERIES. 7 
A Praotioal Treatise on Handrailintf; 

Showing New and Simple Methods. By Geo. Collings. Second Edition, 
Revised, including a Trratisb on Staikbuilding. With Plates . 2/6 

Ciroular Work in Oarpentry and Joinery. 

A Practical Treatise on Circular Work of Single and Double Curvature. 
By Georgb Collings. Second Edition 2/6 

Roof Carpentry: 

Practical Lessons in the Framing of Wood Roofs. For the Use of Worlcinj 
Carpenters. By Geo. Collings 2/0 

The Conatruotion of Roofs of Wood and Iron; 

Deduced chiefly from the Works of Robison, Tredgold, and Number. By 
E. Wyndham Tarn, M.A., Architect. Second Edition, revised . 1/6 

The Joints Made and Used by Builders. 

By Wyvill J. Christy, Architect. With x6o Woodcuts . . 3/0 

Shoring 

And its Application : A Handbook for the Use of Students. By Gborgk 
H. Blagrovb. With 31 Illustrations - 1/6 

The Timber Importer's, Timber Merchant's, and 
Builder's Standard Guide. 

By K. E. Grandy 2/0 

Plumbing: 

A Text-Book to the Practice of the Art pr Craft of the Plumber. With 
Chapters upK>n House Drainage and Ventilation. By Wm. Paton Buchan. 
Seventh Edition, Re-written and Enlarged, with 500 Illustrations 3/6 

YentUation: 

A Text Book to the Practice of the Art of Ventilating Buildings. By W. P. 
Buchan, R.P., Author of " Plumbing," &c. With 170 Illustrations 3/6 

The Praotioal Plasterer: 

A Compendium of Plain and Ornamental Plaster Work. By W. Kemp 2/0 

House Painting, Graining, Marbling, & Sign Writing. 

With a Courke of Elementary Drawing, and a Collection of Useful Receipts. 
By Ellis A. Davidson. Seventh Edition. Coloured Plates . . 6/0 
*•* The abcvty in cloth boards^ strongly bounds 6s, 

A Grammar of Colouring, 

Applied to Decorative Painting and the Arts. By Gborgb Field. New 
Edition, enlarged, by Ellis A. Davidson. With Coloured Plates . 3/0 

Elementary Decoration 

As applied to Dwelling Houses, &c. By Jambs W. Facby. Illustrated 2/0 

Practical House Decoration. 

A Guide to the Art of Ornamental Painting, the Arrangement of Colours in 
Apartments, and the Principles of Decorative Design. By Jambs W. Pacbv. 

2/6 
*ft* The last Hvo Works in One handsome Vol.^ half-bound^ entitled " Housi 
D9COKAT10N, Elembntary and Practical," price ss. 

Warming and Ventilation 

Of Domestic and Public Buildings, Mines, Lighthouses, Ships, &c. By 
Charles Tomlinson, F.R.S 3/0 

Portland Cement for Users. 

By Henry Faija, A.M. Inst. C.E. Third Edition, Corrected . 2/0 

Limes, Cements, Mortars, Concretes, Mastics, Plas- 
tering, &c. 

By G. R. Burnell, C.E. Thirteenth Edition . 1/6 
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Masonry and Stone-Cutting. 

The Principles of Masonic Projeciion and their application to Construction. 
By Edward DoBsoN, M.R.I.B.A 2/6 

Arohes, Piers, Buttresses, &c.: 

Experimental Essays on the Principles of Construction. By \V. Bland. 

1/6 

Quantities and Measurements, 

In Bricklayers', Masons', Plasterers', Plumbers', P.^inters*, Paperhangers*. 
Gilders', SmithLs', Carpenters' and Joiners' Work. By A. C. Beaton 1/6 

The Complete Measurer: 

Setting forth the Af ea^iiirement of Boards, Glass, Timber and Stone. By R. 

HORTON. Fifth Edition 4/0 

*,* The tUnnte^ strongly bound in Uathtr^ price 5*. 

Litfht: 

An Introduction to the Science of Optics. Designed for the Use of Students 
of Architecture, Engineering, and other Applied Sciences. By E. Wynd- 
HAM Tarn, M. A., Author of " The Science of Building," &c. . .1/6 

Hints to Tountf Architects. 

By Gkokgr Wightwick, Architect. Fifth Edition, revised and enlarjced 
by G. HusKissoN GuiLLAUMR, Architect 3/6 

Architecture— Orders : 

The Orders and their iEsthetic Principles. By W. H. Leeds. lUastrated. 

1/6 
Architecture— Styles : 

'llie History and Description of the Styles of Architecture of Various 
Countries, from the Earliest to the Present Period, hy T. Tai.bot Bi ry, 
F.R.I.B.A. Illustrated 2/0 

•«* Orders and Styles of Architecture, in One Vol.^ 3*. ftd. 

Architecture— Desig^ : 

The Principles of Design in Architecture, as deducihle from Nature and 
exemplified in the Works of the Greek and Gothic Architects. By Edw. 

Lacy Garbbtt. Architect. Illustrated 2/6 

*»• The three preceding Works in One handsome Vol., ha// boumi, entiUeH 
"Modern Architecture," ///Vr dr. 

Perspective for Beginners. 

Adapted to Young Students and Amateurs in Architecture, Painting, &c. 
By George Pyne 2/0 

Architectural Modelling in Paper. 

By T. A. Richardson. WiDi Illu.straiions, engraved by O. Jewitt \ /© 

Glass Staining, and the Art of Painting on Glass. 

From the German of Dr. Gessert and Emanuel Otto Fromberg. With 
an Appendix on The Art of Enamelling 2/6 

Yitruvius— The Architecture of. 

In Ten Books. Translated from the I^aiin by Joseph Gwilt, F.S.A., 
F.R.A.S. With 23 Plates . . 5/0 

N.B. — This is the only Edition o/MnRVVivs procura/> e nt a moderate price. 

Grecian Architecture, 

An Inquiry into the Principles of Beauty in. With an Historical View of the 
Rise and Progress of the Art in Greece. By the Earl of Aberdeen 1 /() 
*•* The ttvo preceding Works in One handsome Vol., half bounds entitled 
"Ancient Architecture," price 6*. 
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INDUSTRIAL AND USEFUL ARTS, 
Gements, Pastes, Glues, and Gums. 

A Practical Guide to the Manufacture and Application of the various 
Agglutinants required fur Workshop, l^borntory, oi OfTice Use. Wiih 
upwards of 900 Recipes and Formii be. By H. C. Standack . , 2/0 

Clooks and Watohes, and Bells, 

A Rudimenury Treatise on. By Sir £umunu Beckett, Q.C. Lord 
Grimthorpb). Seventh FMition 4/6 

The Goldsmith's Handbook. 

Containing full Instructions in the Art of Alloy it ;;, Melting, Reducing, 
Colouring, Collecting and ReBning, Rrcovcry of Wasie. Solders, Enamels. 
&c., &c. By Georgk E. Oer. Third Edition, enlarged . . . 3/0 

The Silversmith's Handbook, 

On the same plan as the Gdlusmith's Handbook. By George E. Gek. 

Second Edition, Revised 3/0 

•»* TAe //»*/ hw M orks, in Ote handsome VoL., k.ilj-bounti^ 7*. 

The Hall-Marking of Jewellery. 

Comprising an account of all the different A<>say Towns of the United 
Kinedom ; with the Stamps and Laws relating to the Standards and Hall* 
Marks at the various Assay Offices. By Geokuk £. Gfe.e . 3/0 

Praotioal Organ Building. 

ByW. E. Dickson, M.A. Second Edition, Revised, with Additions 2/6 

Coach-Building : 

A Practical Treatise. By James \V. Burgkss. With 57 I lustrations 2 '6 

The Brass Founder's Manual: 

Instructions for Modelling, Pattern Making, Moulding Tuniiti;^, ftc. I)y 

W. Graham 2/0 

The Sheet-Metal Worker's Guide. 

A Practical Handbook for Tinsmiths, (Joppcrsmilhs, Ziin.workers, Ac, with 
46 Diagrams. By W. J. E. Crane. Second Edition, rcviMsJ 1 /6 

Sewing Maohinery: 

Its Construction, History, &c. With full Technical liireciiuiis for Adjust- 
ing, &c. By J. W. Urquhart, C.E 2/0 

Gas Fitting: 

A Practical Handbook. By John Black. Second Kdiii»n, Enlarged 
With T^o Illustrations 2/6 

Oonstruotion of Door Looks. 

From the Papers of A. C. Hobbs. Edited by Chaklks Tomi.inson, F.R.S 
With a Note upon Iron Safes bv RoBRRT Mai.i.rt. UltiNtraied . 2/6 

The Model Ijooomotive Engineer, Fireman, and 
SSngine-Boy. 

Comprising an Historical Notice of the Pioneer IxKromotive Engines and 
their Inventors. By Michael Reynolds. Second Edition. With 
numerous Illustrations, and Portrait of George Stephenson . . 3/6 

The Art of Letter Painting made Easy. 

ByJ. G. BAi>ENf)CH. With 13 fuU-pag^ Engraving-i of Examples . 1/6 

The Art of Boot and Shoemaking. 

Including Mea«urt.ment, Last-fitting, Cutting-out, Closinsj and M.iking. Bv 
John Bkupord Leno. With numeroas Illustrations. Third Edition 2/0 

Meohanioal Dentistry: 

A Practical Treatise on the Construction of the Various Kinds of Artificial 
Dentures. By Chari.es Hunter. Third Edition, revised . 3/0 

Wood Engraving: 

A Practical and Easy Introduction to the Art. By W. N. Brown . 1 /6 

Laundry Management. 

A Handbook for Use in Private and Public Laundries. Including Accotints 
of Modern Machinery and Appliances. By the Foitor of " I'he l^nndrv 
JoumaL" With numerous lUusiratioiu. Second isAlition . 2/0 
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AGRICULTURE, GARDENING, ETC. 
Draining and SSmbanking: 

A Practical Treatise. By Prof. John Scott. With 68 Illustrations 1 /6 

Irrigation and Water Supply: 

A Practical Treatise on Water Aleadows, Sewage Irrigation, Warping, ftc; 
on the Construction of Wells, Ponds, Reservoirs, ftc. By Prof. John 
Scott. With 34 Illustrations 1/6 

Farm Roads, Fenoos, and Gates: 

A Practical Treatise on the Roads, Tramways, and Waterways of the 
Farm: the Principles of Enclosures; and the different kinds of Fence>, 
Gates, and Stiles. By Prof. John Scott. With 75 Illustrations . 1 /6 

Farm Buildings: 

A Practical T^eati«^i on the Buildings necessary for various kinds of Farms, 
their ArrMngement and Construction, with Plans and Estimates. By Prof. 
John Scott. With 105 Illustrations 2/0 

Bam Implements and Machines : 

Treating of the Application of Power and Machines used in the Threshing- 
bam, Stockyard, Dairy, &c. By Prof. J. Scott. With 123 Illustrations. 

2/0 
Field Implements and Machines: 

With Principles and Details of Construction and Points of Excellence, their 
Management, &c. By Prof. John Scott. With 138 Illustrations 2/0 

Agricultural Surveying: 

A Treatise on Land '^ '"" 

for Valuing Estates. 



A Treatise on Land Surveying, Levelling, and Setting-out ; with Directions 
By Prof. J. Scott. With 6a Ihu.strations . 1 /6 



Farm Engineering. 

By Professor John Scott. Comprising the above Seven Volumes in One, 
1,150 pages, and over 600 Illustrations. Half-bound . . 1 2/0 

Outlines of Farm Management. 

Treating of the General Work of the Farm; Stock; Contract Work; 
Laliour, &c. By R. Scott Burn 2/6 

Outlines of Landed SSstates Management. 

Treating of the Varietie% of Lands, Methods of Farming, Setting-out of 
Farms, Roads, Fences, Gates, Drainage, &c. By R. Scott Burn . 2/6 
*»* TAe ahav* Two Vols, in One^ handsomtly ft4il/-bonfut, for ce 6'* 

Soils, Manures, and Crops. 

(Vol. I. Outlines of Modern Farming.) By R. Scott Burn . 2/0 

Farming and Farming SSoonomy. 

(Vol. IL Outlines op Modern Farming.) By R. Scott Burn 3/0 

Stock: Cattle, Sheep, and Horses. 

(Vol. II L Outlines of Modern Farming.) By R. Scott Burn 2/6 

Dairy, Pigs, and Poultry. 

(Vol. IV. Outlines of Modern Farming.) By R. Scott Burn 2/0 

Utilization of Sewage, Irrigation, and Beclamation 
of Waste Land. 

(Vol. V. Outlines of Modern Farming.) By R. Scott Burn . 2/6 
Outlines of Modem Farming. 

By R. Scott Burn. Consisting of the above Five Volumes in One, 
1,250 pp., profusely Illustrated, half-bound . . .1 2/0 
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Book-keeping for Farmers and SSstate Ovners. 

A Practical Treatise, presenting, in Three Plan«, a System adapted for all 
cla.sse» ui Kai ms. By J. M. Wo«^dman. Third Edition, revised . 2/6 

Ready Reckoner for the Admeasurement of I^and* 

l)y A. Aruan. Third Edition, revised and exten«led by C. Norris 2/0 

Miller's, Corn Merchant's, and Farmer's Ready 
Reckoner. 

Second Edition, revised, with a Price List of Modern Flour Mill Machinery, 
byW. S. HuTTOM, C.E. . . 2/0 

The Hay and Strav Measurer. 

New Tables for the Use of Auctioneers, Valuers, Farmers, Hay and S'raw 
Dealers, &c By John Stbblb 2/0 

Meat Production. 

A Manual for Producers, Dislribut<M^, and Consumers of Butchers' Meat. 
By John Ewart 2/6 

Sheep: 

The History, Structure, Economy, and Diseases of. By W. C. SrooNKR, 
M.R.V.S. Fifth Edition, with fine Engravings 3/6 

Market and Kitchen Gardening. 

By C. W. Shaw, late Editor of " Gardening Illustrated" . . . 3/0 

Kitchen Gardening Made fiSasy. 

Showing the best means of Cultivating every known Vegetable and Herb, 
&c., with directions for management all the year round. By Gborgb M. K. 
GuiNNV. Illustrated 1/6 

Oottage Gardening: 

Ur Flowets, Fruits, and VegeUblcs for Small Gardens. By E. Hobday. 

1/6 
Garden Receipts. 

Edited by Chari.bs W. Quin 1/5 

Fruit Trees, 

1 he Scientific and Profitable Culture of. From the French of M. Du 
Brruil. Fourth Edition, carefully Revised by Gbokck Glenny. With 
187 Woodcuts 3/6 

The Tree Planter and Plant Propagator: 

With numerous Illustrations of Grafting, Layering, Buddijig, Implements, 
Houses, Pits, &c By Samuel Wood 2/0 

The Tree Pruner: 

A Practical Manual on the Pruning of Fruit Trees. Shrubs, GImbers, and 
Flowering Plants. With numerous Illustrations. By Samuel Wood 1 /6 

*«* Th* above Two Vols, in One^ handsomely fuUf-bound^ price 3'* 6^< 

The Art of Grafting and Budding. 

By Charles Baltet. With Illustrations . . . . •2/6 
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MATHEMATICS, ARITHMETIC, ETC. 
Descriptive Oeometry, 

An Elementary Treatise on ; with a Theory of Shadows and of Persp-clu'e, 
extracted fr.>ni the French of G. MoNGB. To which is added a Dcscripiion 
of the rrinc'ples and Praciice of Isometrical Projection. Ky J. F. Heathkr. 
M.A. With 14 I'laies ' . 2/0 

Pracstioal Plane Geometry: 

Givinsj the Simplest Modes of Construrting Figures contained in one Plane 
and Geometrical Construction of the Ground. By J. F. Heather, M.A. 
With 215 Woodcuts 2/0 

Analytical Geometry and Conio Sections, 

A Rudimentary TreiUise on. Bv James Hann. A New Edition, re- 
written and enlarged by Professor J . R. Young .... 2/0 

SSuolid (The Elements of). 

With many Additional Pr-'poviiion'* and Explanntory Notes; to which i< 
prcrixed an Introductory Essay on I x>;:ic. IJy IlKNkV Law, C.E. . 2/6 

*^* Soid also sepnrntel , 7nz : — 
Buclld. The First Three Hooks. By Hknky Law, C.E. . .1/6 

Buclid« Books 4, 5, 6, II, 12. By He.nkv Law, C.E. .1/6 

Plane Trigonometry, 

The Elements of. By Jamrs Hann. 1/6 

Spherical Trigonometry, 

The Elements of. By Jamhs Hann. Revised by Charles H. Dow- 

LINC, C.E 1/0 

*,* Or with " The Elements 0/ riane Trig;.mometry" in On* Volume^ 2s. M. 

Differential Calculus, 

Elements of the. liy W. S. B. Woomcutsk, F.R.A.S., &c . .1/6 

Integral Calculus. 

By Homrksham Cox, J{.A. 1/0 

Algebra, 

The Elements of. By James Haddon, M.A. With Appendix, contaii-inR 
Miscellaneous Investigations, and a Collection of Problems . . 2/0 

A Key and Companion to the Above. 

An extensive Repository of Solved Examples and Problems in Algebra. 
By J. R. Young 1/6 

Commercial Book-keeping. 

With Commercial Phrases .ind Forms in English, French, Italian, and 
German. By James Hai don, M.A 1/6 

Arithmetic, 

A Rudimentary Treatise on. With full Explanations of its n.eoreiical 
Principles, and numerous Examples for Practice. For the Usr of Schools 
and for Self-Instruction. By J. R. Young, late Professor of Molheniatics 
in Belfast College. Eleventh Julition .... • • 1 /6 

A Key to the Above. 

ByJ.R. Young 1/6 

SSquational Arithmetic, 

Applied to Question* r>f Interest, Annuities, Life Assurance, and General 
Commerce ; with various Tables by which all Calculations may be greatly 
facilitated. By W. Hirei.EV 1/6 

Arithmetic, 

Rudimentary, for the Use of Schools and Self- Instruct ion. By Jambs 
Haddon, Al. A. Revised by Abkaham Akman . . -1/6 

A Key to the Above. 

BvA.Arm\n 1/6 
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Hathematioal IitBtruments : 

'I'heir Construction, Adjustment, Testinc, and Use concisely Explained. 

By. J. F. Heather, Kl.A., of the Royal Military Academy. Wi>olwich. 

Fourteenth Edition, Revised, wiib Additio .s, by A T. Wai.misi.kv, 

M.l.C.E. Orij;inal Edition, in I vol., Illustrated .... 2/0 
*,• Ih onhfing the ahove^ be careful to say " Original Edition" or ^rt>e the 
MUfttl'er in the Series (32X to distinguish it /ront the Enlarged Edition in 
3 vols, {as/ollows)— 

Draving and Measuring InstrumentB. 

Including— I. Instruments employed in Geonieirtcal and Mechanical Draw* 
ing, and in the Construction, Copying, and Measureme it of Maps and 
Plans. H. Instruments used for the puri>oses of Accurate Measurement, 
and for Arithmetical Computations. By J. F. Heathek, M.A. . ^1% 

Optical Infltruments. 

Including (more especially) Telescopes, Microscopes, and Apparatus for . 
producing copies of Maps and Pians by Photography. By J. F. Hkather, 
M A. Illustrated 1/6 

Surveying and Astronomical Instruments. 

Incluciui^ — I. Instruments Ubcd for Determining the Geometrical Features 
of a {>ortion of Ground. II. Instruments employed in Astronomical Ob- 
servations. By J. F. Hbathkk, M.A. Illustrated. . • 1/6* 

•#• The aJioT'e three voluntesform an enlargement of the Author's orit;inal work^ 
** Mathematical Instruments^' price %s. {Described at top of pa^e,) 

ifathematioal Instruments: 

Their Construction, Adjustment, Testing and Use. Comprising Drawing, 
Measuring, Optical, Surveying, and Astronomical Ins'ruments. By Jf. F. 
Heather, M.A. Enlarged Edition, for the most part entirely re-wntten. 
The Three Parts as above, in One thick Volume 4/6 

The Slide Rule, and How to Use It. 

Containing full, easy, and simple Instructions to perform all Business Cal- 
culations with unexampled rapidity and accuracy. By Charles Hoare, 
C.E. With a Slide Rule, in tuck of cover. Fifth Edition. . . 2/6 

Logarithms. 

With Mathematical Tables for Trigonometrical, Astronomical, and Nautical 
Calculations. By Henky Law, C.E. Revised Edition . . 3/0 

Compound Interest and Annuities (Theory of). 

With Tables of Logarithms for the more Difficult Computations of Interest, 
Discount, Annuities, &c., in all their Applications and U'^es for Mercantile 
and State Purposes. By Fei>or Thoman, Paris. Fourth Edition . 4/0 

Mathematical Tables, 

For Trigonometrical, Astronomical, and Nautical Calculations ; to which is 
prefixed a 'IVcatUe on T^ogarithms. By H. Law, C.E. 'i'ogether with a 
Series of Tables for Navitraiion and Nautical Astronomy. By Professor J. 
R. Young. New Edii.un . 4/0 

Mathematics, 

As applied to the Constructive Arts. By Francis Cam pin, C.E., &c 
Second Ku.l.n 3/0 

Astronomy. 

By the Tate Rev. Robert Main, F.R.S. Third Edirion, revised and cor- 
rected to the Present Time. By W. T. LvNN, F.R.A.S. . . 2/0 

Statics and Dynamics. 

The Principles and Practice of. Embracing also a clear development of 
Hydrostatics, Hydrodynamics, nnd Central Forces. Hy T. Bak»k, C. E. 
Fourth Edition 1/6 
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BOOKS OF REFERENCE AND 

MISCELLANEOUS VOLUMES. 

A Dictionary of Painters, and Handbook for Pioture 
Amateurs. 

BeinfE a Guide for Visitors to Public and Private Picture Galleries, and for 
Art -Students, including Glossary of Terms, Sketch of Principal Schools of 
PainiuiK, &c. By Philippe Dakyl, B.A. 2/6 

Paintintf Popularly Explained. 

By T. J. GuLLiCK, Painter, and John Timbs, F.S.A- Including Fresco, 
Oil, Mosaic, Water Colour, Waicr-Glass, Tempera. Encaustic, Miniature, 
Painting on Ivory, Vellum, Puiiery, Enamel, Glass, &c. Fifth Edition 5/0 

A Diotionary of Terms need in Architeoture, Build- 
ing, Bntfineering, Mining, Metallurgy, Arohn- 
ology, the Fine Arte, fto. 

By John Wbalb. Sixth Edition. Edited by Rout. Hunt, F.R.S. 
Numerous Illustrations 5/0 

Mueio : 

A Rudimentary and Praaical TreatUe. With numerous Examples. By 
Charles Child Spbncbr ... 2/e 

Pianoforte, 

The Art of Playing the. With numerous Exercises and Lessons. Bv 
Charles Child Spencer 1/6 

The House Manager. 

Being a Guide to Housekeeping, Practical Cookery, Pickling and Preserve 
ing, HouMhold Work. Dairy Management, Cellarage of Wines, Home- 
brewing and Wine-making, Stable ^xMiomy, Gardening Operations, ftc 
By An Old Houskkreprr 3/6 

Manual of Domestio Medicine. 

By R. GooDiNr., M.D. Intended a^ a Faiiily Guide in all cases of 
Accident and Emergency Third Edition, carefully revised . 2/0 

Management of Health. 

A Manual of Home and Personal Hygiene. By Rev. Jambs Baird 1 /O 

Natural Philosophy, 

For the Use of BeKinners. By Charles Tomlinson, F.R.S. . .1/6 

The Bleotrio Telegraph, 

Its History and Progress. With Descriptions of some of the Apparatus. 
By R. Sabine, C.E., F.S.A.,&c. 3/0 

Handbook of Field Fortilloation. 

By Major W. W. Knollys, F.R.G.S. With 163 Woodcuu . . 3/0 

Logio, 

Pure and Applied. By S. H EMMEN«i. Third Edition . '1/6 

Looke on the Human Understanding, 

Selections from. With Notes by S. H. Emmbns . . , .1/6 

The Compendious Caloulator 

{IntMttivf Calculations\. Or Elasy and Concise Methods of Performing the 
various Arithmetical Operations required in Commercial and Business 
Transactions ; together with U^ful Tables, &■: By Daniel O'Goruan. 
Twenty-seventh Edition, carefully revised bv C NoRRis . . . 2/6 
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Measures, Weights, and Moneys of all Nations. 

With an Analysis of the Christian, Hebrew, and Mahometan Calendars. 
By W. S. a WooLHOUSE, F.R.A.S., F.S.S. Seventh Edition . 2/6 

Grammar of the SSnglish Tongue, 

Spoken and Written. With an Introduction to the Study of Comparative 
Thilology. By Hvi>b Clakitb, D.C.L. Fifth Edition. . . -1/6 

Dictionary of the English Language. 

As Stx>ken and Written. Containing above 100,000 Words. By Hvdb 

Clarke, D.C.L 3/6 

Com^'eie with tfu GRWiviMt ^1% 

Composition and Punctuation, 

Familiarly Explained for those who have neglected the Study of Grammar. 
By Justin Brenan. i8th Edition 1/6 

French Grammar. 

With Complete and Concise Rules on the Genders of French Nouns. By 
G. L. Strauss, Ph.D 1 /S 

SSnglish-Frenoh Dictionarv. 

Comprising a large number of Terms used in Engineering, Mining, &c. 
By Alfred Elwes 2/0 

French Dictionary. 

In two Parts— I. French- English. II. English- French, complete in 
One Vol 3/0 

•»• Or with the Grammar, 4>/6* 

French and fiSnglish Phrase Book. 

Cuntaining Introductory Lessons, with Translations, Vocabularies of Words, 
Collection of Phrases, and Easy Familiar Duilugucs . . '1/6 

German Grammar. 

Adapted for English Students, from Heyse's I'heoreiical and Piactical 
Grammar, by Dr. G. L. Strauss 1/6 

German Triglot Dictionary. 

By N. E. S. A. Hamilton. Part I. German- Fren. h-KncIish. Tart II. 
English-German- French. Part III. French-German -English . 3/0 

German Triglot Dictionary. 

(As above). Together with German Gramnmr, in One Volume . 5/0 

Italian Grammar. 

Arranged in Twenty Lessons, with Exercises. By Alkkkd Elwes. 1/© 

Italian Triglot Dictionary, 

Wherein the Genders of all the Italian and French Nouns are care^illy 
noted down. By Alfred Elwes. Vol.1. Iiulian-English-French. 2/o 

Italian Triglot Pictionary. 

By Alfred Elwbs. Vol. 2. English-French- Italian. . . . 2/6 

Italian Triglot Dictionary. 

By Alfred Elwes. Vol. 3. French-Italian-English. . . . 2/6 

Italian Triglot Dictionary. 

(As above). In One Vol. 7/Q 

Spanish Grammar. 

In a Simple and Practical Form. With Exerdses. By Alfred Elwes ^ /6 

Spanish-English and English-Spanish Dictionary. 

Including a large numlier of Technical Terms used in Mining, Engineerinsr, 
&c., with the proper Accents and the Gender of every Noun. By Alprk.i> 

Elwes 4/0 

V Or with tkt Grammar. 6/0- 
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Portugese Orammar, 

In a Simple and Practical Form. With Exerdsea. By Alfred Elwss 1 /6 

Portugese -Bn^liflh and SSn^lish-Portu^MM Dic- 
tionary. 

Including a large number of Technical Terms used in Mining, Engineering, 
&C., with the proper Accents and the Gender of every Noun. By Alprbo 

Elwss. lliird Eoition, revised 5/0 

V Or with the Grammar, 7/0> 
Animal PhyftioB, 

Handbook of. By Dionvsius Lardnbk, D.CL. With 590 Illustrations. 

In One Vol. (73a pagesX cloth boards 7/Q 

•»• Sold oIm in Tifo Parts^ at follows: — 
Animal Physics. By Dr. Lahonkr. Part I., Chapters 1.— VII. 4./O 
Animal Physics, By Dr. Lardnlr. Pari 11., Chapters VIII,— XV I II. 

3/0 
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